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Vertical Assembly-Line Methods Mark 
Major Advance in Concreting Technique 


\ € Mass production efficiency of the industrial assembly line has 
| its counterpart in construction. Marble Hill Houses, latest in 


New York City Housing Authority's great project-a-month pro- 
gram, shows this principle at its finest and best—a vertical 
assembly-line spiralling 14 stories skyward. 

Marble Hill consists of 11 identical 14-story buildings, 
1,400,000 sq. ft. floor area. With 11 form sets, each used 14 
times, CORBETTA CONSTRUCTION CO., INC. erected up to 
two stories per working day—165 floors zm 123 working days, 
averaging 1% floors per working day. 

Time saved, four weeks per building—through sound planning 
and construction know-how, aided by always-dependable per- 


formance of ‘Incor’*, America’s FIRST high early strength Port- 
land cement. 


*Reg. U.S. Pat. Off. 


Architect: JOHN AMBROSE THOMPSON, New York 
Structural Engineer: TUCKER & EIPEL, New York 
General Contractor for Superstructures: CAULDWELL-WINGATE CO., New York 
Concrete Construction by: CORBETTA CONSTRUCTION CO., INC., New York 


Ready-Mix 'Incor' Concrete: COLONIAL SAND & STONE CO., INC., New York 


LONE Stam | 
= Wu EA CEN AIR-ENTRAININS 


PORTLAND CEMENT 


iac 
BA rne 2 
E SIAR 
NS CENT 


LONE STAR CEMENTS COVER THE ENTIRE CONSTRUCTION FIELD 
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LONE STAR CEMENT 
CORPORATION 


Offices: ALBANY • BETHLEHEM, PA, + BIRMINGHAM œ BOSTON 

CHICAGO • DALLAS » HOUSTON «+ INDIANAPOLIS * JACKSON, MISS. 

KANSAS CITY, MO. e  NEWORLEANS s» NEWYORK œ NORFOLK 
ST.LOUIS + PHILADELPHIA + WASHINGTON, D. C. 


LONE STAR CEMENT, WITH ITS SUBSIDIARIES, IS ONE OF THE WORLD’S LARGEST 
CEMENT PRODUCERS: 15 MODERN MILLS, 27,500,000 BARRELS ANNUAL CAPACITY 
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Air Conditioning 


Remote Bulb 
> Summer & Winter 
Thermostat 


ROOM 
THERMOSTATS 
Left: Type D Summer & Winter 
Thermostat with single knob adjustment. 
Right: Single Acting Type D. 


SMALL 
SIZE 
554"H 
278" W 
2%"р 
EFFICIENT 


T us Unsurpassed for ACCURACY 
and Long Lasting DEPENDABILITY, 
Gradual Acting, Non- Waste Type. 
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SAFETY FEATURE 


Prevent Damage Caused 
by Water Leakage 


= 


POWERSTROKE 
DAMPER MOTOR 


. . . demand the many advantages of air conditioning systems 
with individual room control. To insure the best performance 
from this type of air conditioning regulate it with a Powers 
pneumatic system of temperature control. 

With the experience gained from installations in many 
prominent buildings we may be able to help you select the 
type of control best suited for your requirements. Phone or 
write our nearest office, there is no obligation. 


THE POWERS REGULATOR CO. 


Established 1891 e OFFICES IN OVER 50 CITIES e See Your Phone Book 
CHICAGO 14, ILL., 2752 Greenview Avenue e NEW YORK 17, N. Y., 231 E. 46th Street 
LOS ANGELES 5, CAL., 1808 West 8th Street ө TORONTO, ONT., 195 Spadina Avenue 

MEXICO, D. F., Edificio "La Nacional" 601 


PNEUMATIC 
DIAPHRAGM VALVES 


Sectional View of 
NO-PAK Construction 


è Double Protection against loss of 

e vacuum on steam systems or leak- 
DS age on water systems. Requires 

no maintenance of packing gland. 


€ Gives BETTER CONTROL. Eliminates normal 
packing gland friction, LOW HYSTERESIS. 


NO-PAK valves are 
available with union 


angle, straightway and 


3-way bodies. Brass 


give positive protection against leakage. 


straightway or 3-way bodies. 


Above: Small, compact pneumatic valve is easy to install on small 
convectors and other heaters where space is limited. Available 


Sys tems with union angle and straightway bodies 


and standard packing. 


packless bellows (A) and Emergency Seal (B) 


Powers Standard Valves are attractive in ap- 
pearance and ruggedly built to give 
many years of trouble-free service. They 
are available with union angle, union 


In this new church, the designers 
not only gave careful thought to the 
comíort of the congregation but 
also to the elimination of excessive 
upkeep-costs of the heating system. 
Following sound, proven practice 
in safeguarding against premature 
failure and costly maintenance, 
they specified genuine wrought 
iron for the radiant heating system 
and waste and vent lines. 


Byers Wrought lron pipe was 
laid on the first and second floors 
and encased in concrete. The sys- 
tem is automatically zoned; the 
small illustration shows the circu- 
lators and control boxes in the 
boiler room. The electronic control 
boxes are on the panel board to the 
right of the circulators. 


Byers Wrought Iron is the first 
choice of experienced engineers 
for radiant heating because of its 


BYERS 


No special collections needed 
for heating maintenance here— 


the RADIANT HEATING uses 
BYERS WROUGHT IRON PIPE 


WHY WROUGHT IRON LASTS 


This notch-fracture test speci- 
men illustrates the unusual 
fibrous structure of wrought 
iron—which is responsible for 


the unusual corrosion resist- 
ance of the material. Tiny 
threads of glass-like silicate 
slag, distributed through the 
body of high-purity iron, halt 
and disperse corrosive attack, 
and discourage pitting and 
penetration. They also anchor 
the initial protective scale, 
which shields the underlying 
metal. 


MILES MEMORIAL METHODIST CHURCH 
Ocean View, Norfolk, Virginia 
Rudolph, Cooke and VanlLeeuwen—Architects — 
E. T. Gresham Company, Inc. 
General Contractor and Fabricator 
C. W. Perry— Boiler Room Pipe Installer 


unusual combination of advantages. 
It is readily formed and welded 
which speeds and simplifies in- 
stallation. It has a high rate of heat 
emission. It expands and contracts 
at practically identical rates with 
concrete and plaster, and so can 
be safely embedded in these ma- 
terials. And its corrosion resistance 
under similar operating conditions 
has been demonstrated in hun- 
dreds of installations, over periods 
of many years. 


Our bulletin, "Byers Wrought 
Iron for Radiant Heating' gives 
the complete story. Ask for a copy. 


A.M. ByersCompany, Pittsburgh, 
Pa. Established 1864. Boston, New 
York, Philadelphia, Washington, 
Atlanta, Chicago, St.Louis, Houston, 
San Francisco. Export Division: 


' New York, N.Y. 


CORROSION COSTS YOU MORE THAN WROUGHT IRON 


WROUGHT IRON 


TUBULAR AND HOT ROLLED PRODUCTS 
ELECTRIC FURNACE QUALITY ALLOY AND STAINLESS STEEL PRODUCTS 


ARCHITECTURAL RECORD 


ARCHITECTURAL 


RECORD 


Р.У. DODGE Copyright 1950 by F. W. DODGE CORPORATION, with 
all rights reserved @ Publishing Director, Magazine Divi- 

| sion, H. Judd Payne € Business Manager, Robert F. 
Marshall € EDITORS: Editor-in-Chief: Harold D. Hauf, 

corporation А..А.; A.S.C.E.; Managing Editor, Emerson Goble; Senior 
Associate Editor, Frank G. Lopez, A.l.A.; Associate Edi- 

tors, Robert E. Fischer (Engineering! , Florence A. van Wyck; Assistant 
Editor, Herbert L. Smith, Jr., A..A.; Washington News, Ernest Mickel; 
Contributing Editor, Frederic A. Pawley; Western Editor, Elisabeth 
Kendall Thompson; Editorial Assistants, Jeanne Davern, Dorothy C. 
Jackson € ART DEPARTMENT: Design Consultant, M. Peter Piening; 
Assistant, Frances Torbert; Drafting, Sigman-Ward € CONSULTANTS: 
Chairman, Editorial Board, Kenneth Kingsley Stowell, А..А.; Industry 


Relations Consultant, Thomas S. Holden; Statistical Consultant, Clyde 
Shute; Field Research Consultant, Clifford Dunnells, Jr. 


Architectural Record (combined with American Architect and Archi- 
tecture) is published monthly by F. W. Dodge Corporation, 10 Ferry 
St., Concord, N. H., with Editorial and Executive Offices at 119 West 
40th Street, New York, N. Y. Western Editorial Office, 2813 Channing 
Way, Berkeley, Calif. Thomas S. Holden, Pres.; Howard J. Barringer, 
Vice-Pres. and Treas.; Irving W. Hadsell, Vice-Pres.; Chauncey L. 
Williams, Vice-Pres.; Sanford D. Stockton, Jr., Secy.; Walter F. De Saix, 
Asst. Treas.; Edwin H. Freed, Asst. Treas.; Irving B. Satin, Asst. Treas. 
Member Audit Bureau of Circulation and Associated Business Papers 
Inc. Architectural Record is indexed in Reader's Guide, Art Index, In- 
dustrial Arts Index and Engineering Index. Subscription rates: United 
States and Possessions, Canada, Cuba, Mexico, Central and South 
America, and Spain, $4.50 the year, $7.50 for two years, $9 for three 
years; elsewhere, $6.50 the year, $11.50 for two years, $15 for three 
years. Single copy $1. Circulation Manager: Marshal T. Ginn. Every 
effort will be made to return material submitted for possible publica- 
tion (if accompanied by stamped, addressed envelope), but the editors 
ond the corporation will not be responsible for loss or damage. Other 
Dodge Services: Real Estate Record & Builders! Guide, Sweet's Files, 
Home Owners' Catalog, Dodge Reports & Dodge Statistical Research 
Service. 


DECEMBER 1950 


Vol. 108 - No. 6 December 1950 


THE, RECORD REPORTS... os acnuxorwekua mme mr eir a 
News from Washington. By Ernest Mickel.................-. 15 
News from Canada. By John Caulfield Smith................. 16 
Construction Cost Indexes. , 0.0 ore cen seme cee +» ааа 26 

REQUIRED READING. «2 2x m EXE RR S one Pons 


CITY PLANNING AND CIVIC DEFENSE............. 
An Editorial 


BRITAIN BUILDS HER NEW TOWNS................ 
By Michael Rosenauer 


SALEM LUTHERAN CHURCH. «0.025609 cise RR 
Spokane, Wash. E. J. Peterson, Architect 


JEWISH HOME FOR THE АСЕр..................... 


Kansas City, Mo. Kivett and Myers, Architects 


BUILDING TYPES STUDY NO. 169 . . . MEDICAL 
OFFICE BUILDINGS 


PHYSICIANS OFFICES... c005 a6 e RAO WSR ла U p 


A Series of 13 Type Plans of Physicians’ Offices. Prepared by 
Architects of USPHS. 


MEDICAL OFFICE BUILDING AT HARTFORD HOSPITAL........ 
Hartford, Conn. Moore & Salsbury, Architects 


OFFICES FOR TWO DOCTORS...,...2..-2 Sse m 9g LL 
McHenry Clinic, McHenry, Ш. John Van Der Muelen, Architect 


SUBURBAN BUILDING FOR DOCTORS. ........... 2222s ees 
Medical Building, North Hollywood, Calif. Office of Randall 
Duell, Architect 


MEDICAL OFFICES WITH PARKING........... n n nnm 
Shaw Medical Building, San Francisco. Francis Elleworth Lloyd, 
Architect 


MEDICAL BUILDING IN THREE UNITS... ........... m +з 
600 South Vicente Boulevard, Los Angeles. Rolf Sklarek, Architect 
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COMPLETE ROOM PROTECTION 


Each OF THE PUPILS 
in positions A, B and C have equal protection 
against drafts. Yet every pupil in every part 
of the room has the benefit of fresh air from 
scientifically controlled ventilation, Good 
health, good study habits and prevention of 
noise are benefits of the wonderful new 
DRAFT | STOP System — an exclusive develop- 
ment of Herman Nelson, leaders in modern 


classroom ventilation. 


М“ DRAFT|sroP offers a new 
method of classroom ventila- 
tion. By trapping drafts before they 
carry cold rushes of air to particular 
parts of the room, it is now mechan- 
ically possible to produce uniform 
temperatures, introduce fresh air 


throughout an entire room. 


This radical change, made possible 
by the new DRAFT|sTOP System, means 
healthful conditions for students. 


Coughs and colds and spread of 


germs can be reduced. Controlled 
fresh air, at uniform temperature 
ends stuffiness that dulls young minds. 
Alert pupils learn with ease, coop- 
erate more readily, have a keener 


interest in school studies. 


Whatever your connection with the 
equipment installed in every new 
school, you should investigate the 
Herman Nelson DRAFT|STOP System 
now. There's nothing more important 


for classroom comfort today. 


- STOPS DRAFTS 


... yet ventilates schoolrooms 
properly . . . only nerman nerson 


makes this new kind of unit ventilation system ... 
only schools having STOP 

have every modern facility 

for good health and proper condition 

of room temperature and fresh air to promote 


best possible study habits. 


c 
GET ALL THE FACTS ON A 
MODERN CLASSROOM VENTILATION fod 


Send now 


for book explaining 


@ DRAFT ОТОР 


Just released, 

fully illustrated, 
yours on request. 
Write Dept. AR-12, 


Moline, Illinois 


HERMAN NELSON 


Division of the AMERICAN AIR FILTER COMPANY, INC. 


PLANTS IN LOUISVILLE, KY. AND MOLINE, ILL. 


Look inside a Kwixser lock. See the advanced design, the 
simplicity of operation, the rugged, precision-built construc- 
tion...the built-in features that make Kwixser locks first 
choice with architects .and builders across the nation. 
KwiksET's unique cam action locking device provides posi- 
tive knob locking. The ingenious half-round spindle reduces 
number of working parts. And fewer parts mean faster, more 
economical manufacturing operations... lower unit costs! 

But mechanical design isn't the whole story. KwiksET 
locks are exceptionally clean and attractive in appearance 


MANUFACTUREDBY 


. beautifully hand-finished in satin or polished chrome or 
brass, or satin bronze. 

‘Architects find that KwrksET's clean design and striking 
beauty enhance the appearance of both modern and traditional 
esidences. Add to this Kwrxset’s high quality, low price and 
ease of installation and there is little wonder why leading archi- 
tects are specifying Kwikset locks for every door on every 
house." 


MATERIAL AND WORKMANSHIP UNCONDITIONALLY GUARANTEED 


DISTRIBUTORS 


Kwikset Soles and Service Company 


ANAHEIM, CALIFORNIA 
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ARCHITECTS GATHER AT FOUR STATEWIDE 


MEETINGS; REGIONAL COUNCIL FORMED 


Gulf States Regional Council 


Founded at Louisiana Meeting 


Formation of a Gulf States Regional 
Council of the American Institute of 
Architects was the top news from the 
fifth annual convention of the Louisiana 
Architects Association, held November 
9-11 in New Orleans. 

The new Council, representing А „Г.А. 
chapters and state associations in Ar- 
kansas, Tennessee, Mississippi and Ala- 
bama, will serve in an advisory capacity 
to plan regular regional seminars and 
other activities promoting exchange of 
information and ideas. 

Gulf States Regional Director Howard 
Eichenbaum is Council chairman, and 
William Smith of Baton Rouge is secre- 
tary-treasurer. 

Organizational meetings of the Coun- 
cil were held concurrently with sessions 
of the Louisiana architects, who man- 
aged to enjoy a lot of New Orleans-style 
sociability between business meetings. 

At the annual banquet, Louis Juste- 
ment of Washington, D. C., the princi- 

(Continued on page 10) 


Art Graphic Center Photo 


New York State Architects 


Hold Convention at Syracuse 


AMENDMENT of the state education law 
to stop licensing of persons who are not 
architects was recommended in a resolu- 
tion adopted by the New York State 
Association of Architects at its three-day 
annual convention in Syracuse last 
month. 

The resolution recommended appoint- 
ment of a committee, chosen from the 
association, to investigate possible vio- 
lations. 

An architectural exhibit and presenta- 
tion of certificates of award to architects 
of buildings in four categories high- 
lighted the convention, which also will 
be memorable for the discussion evoked 
by the most provocative of its seminars: 
Traditional Versus Modern Architec- 


ture. 

Henry V. Murphy of Brooklyn was 
reelected president of the association. 
Other officers reelected were: Irving 
Seelig, Brooklyn, first vice president; 
G. Morton Wolfe, Buffalo, third vice 

(Continued on page 11) 


New Louisiana officers: 2nd Vice President Richard Murrell, Baton Rouge; Secre- 
tary August Perez, New Orleans; President William Bergman, New Orleans; Treas- 
urer Errol Barron, Alexandria; and Ist Vice President William Wiener, Shreveport 
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Nationwide Pictorial Service Photo 


PIETRO BELLUSCHI TAKES 
M.I.T. ARCHITECTURE POST 


Pierro BELLUsCHI of Portland, Ore., is 
the new dean of the School of Architec- 
ture and Planning at Massachusetts In- 
stitute of Technology. He succeeds Wil- 
liam Wurster, now dean of the School of 
Architecture of the University of Cali- 
fornia. 

Mr. Belluschi will join the faculty at 
МІ.Т. on January 1, but he will con- 
tinue his architectural practice in Oregon 
until all current and pending contracts 
are terminated. During this time the 
oldest associates of his firm will form a 
new partnership to be known as Smith, 
Richardson, Kotchik and Allen, which 
will assist Mr. Belluschi in carrying out 
his old contracts and will assume new 
ones on its own behalf, with Mr. Bel- 
luschi as the firm's consultant. 

Mr. Belluschi came to this country 
from Italy in 1923, with a degree of Doc- 
tor of Architectural Engineering from 
the University of Rome. After advanced 
studies at Cornell, he joined the staff of 
the Portland firm established in 1906 
by the late A. E. Doyle. The firm took 
Mr. Belluschi's name in 1943. 

'The new dean's past activities have 
also included a stint as visiting professor 
in the Department of Architecture at 
Yale University. He is a member of the 
National Fine Arts Commission. 


LOUISIANA 
(Continued from page 9) 


pal speaker, reviewed 50 years of prog- 
ress in city planning and architecture 
and lamented the time-lag in those fields 
compared with achievements in science 
and technology. But a developing con- 
sciousness of the need for city planning 
was cited by Mr. Justement as the most 
encouraging development in architec- 
ture in America during the past two 
decades. 

Walter Rolfe, Houston, in his address 
at an earlier session, had emphasized 
that "city planning should come from 
the people and not be superimposed on 
the people.” 

Morris Ketchum of New York con- 
ducted the seminar on store planning at 
the final business meeting. More regional 
store architecture to make design suit 
individual areas was urged by Mr. 
Ketchum. 

A.LA. President Ralph Walker ad- 
dressed the luncheon session on the final 
day. Convention speakers also included 
A.LA. Vice President Glenn Stanton of 
Portland, Texas Regional Director 
Thomas D. Broad, and Mr. Eichen- 
baum. 

William E. Bergman of New Orleans 
is the new association president, succeed- 
ing Ralph Bodman of Baton Rouge. 
Other new officers are William В. 
Wiener, Shreveport, first vice president ; 
` Richard C. Murrell, Baton Rouge, sec- 
ond vice president; August Perez, New 
Orleans, secretary; and C. Errol Barron, 
Alexandria, treasurer. 


Dallas Times-Herald Photo 


Snapped at the Texas con- 
vention: Above — Jack Cor- 
gan, Dallas; Edward Wil- 
son, Herman Cox, Robert 
Woltz, all Fort Worth; 
George Dahl, Dallas. At 
right: Raymond Phelps, 
Mr. Purves, Herbert Tatum 


TEXAS SEMINARS SPOTLIGHT LIGHTWEIGHT CONSTRUCTION 


More Tuan 150 Texas architects met in 
Dallas carly last month for the 11th an- 
nual convention of the Texas Society of 
Architects. 

Architect Welton Becket of Los 
Angeles and Walter P. Moore, Houston 
engineer, were the speakers for the sem- 
inar sessions on lightweight construction. 


Art Graphic Center Photo 


Charles Ralph Colbert, New Orleans, designed exhibit, which will tour state 
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A.LA. Executive Director Edmund 
Purves was the convention’s keynoter; 
and speakers also included Ralph R. 
Kaul, head of housing and community 
facilities for the National Security Re- 
sources Board, whose topic was “ Archi- 
tects in Atomic Warfare"; and A.LA. 
Second Vice President Kenneth E. 
Wischmeyer, who was principal speaker 
at the annual dinner. 

Raymond Phelps of San Antonio was 
elected president of the Society and 
Herbert Tatum of Dallas, vice presi- 
dent; Mr. Phelps named Richard Van- 
der Straten of San Antonio as secretary- 
treasurer. 

D. A. Hamilton, head of the depart- 
ment of architecture at Oklahoma A. 
& M., was judge for the convention ex- 
hibition. Awards went to owners of 
buildings, as a salute to their part in 
making it possible for the architect to 
do a good job. The architects received 
certificates. 

Architects cited were: Golemon & 
Rolfe, Houston — St. Francis Cabrini 
Hospital, Alexandria, La., and St. 
Theresa School, Houston; Stone & 
Pitts, Beaumont — Houston Coca Cola 
Plant; Staub & Rather, Houston — 
Fondren Library, Rice Institute (Ancni- 
TECTURAL Record, June 1950), and 
their own office building; Robert L. 
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White, Dallas, and Walter Cocke Jr., 
resident architect — Memorial Grand 
Lodge Temple, Waco; Gabert, McKie & 
Kamrath, Houston — Temple Eman- 
El, Houston; Thompson H. McCleary, 
Houston — own residence; Grayson Gill, 
architect, and George Harrell, associate, 
Dallas — Rio Grande National Life 
Building, Dallas, (ARcurrEcrunAL Rec- 
ORD, November 1950). 


Illinois Meeting Held 


THE ARCHITECTS ASSOCIATION of Illinois 
met late in October at Springfield for 
sessions which were reported quite stim- 
ulating for the 65 members who attended. 

Tracy B. Augur of General Services 
Administration, Architect Curzon Do- 
bell and Rea Esgar were among the 
speakers; and Joseph Booton conducted 
a guided tour of the restoration at New 
Salem. 

Edward Kane, Edwardsville, heads 
the Association. Other officers are J. R. 
Fugard, Chicago, vice president; and 
E. E. Lundeen, Bloomington, secretary. 


When the newly-appointed members of 
the National Fine Arts Commission had 
their first meeting in Washington, they 
were entertained at luncheon by the Amer- 
ican Institute of Architects. Pictured at right, 
with the Octagon in the background, are 
(left to right) Felix W. de Weldon, Joseph 
Hudnut, George Biddle, David E. Finley, 
Albert Peets and Pietro Belluschi, M.I.T.’s 
new dean of Architecture and Planning 
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president; Maxwell A. Cantor, Brook- 
lyn, treasurer; and John W. Briggs, 
Rochester, secretary. Leonard Waas- 
dorp, Rochester, succeeded George B. 
Cummings of Binghamton as second vice 
president. 

A.LA. President Ralph Walker was 
among the speakers, who also included 
Prof. Eric A. Arthur of the University of 
Toronto Department of Architecture 
and Brig.-Gen. Washington Platt, head 
of Syracuse University’s administrative 
engineering department. 

Edgar I. Williams of New York, pro- 
grammed to uphold the Traditional, and 
Philip Johnson of the Museum of Mod- 
ern Art, for Modern, managed to find a 
pretty wide area of agreement in the 
seminar they shared. Architectural Edi- 
tor Douglas Haskell of The Magazine of 
Building was moderator. 

Other seminars were conducted by 
James McElroy of the National Fire 
Prevention Association (Fire Preven- 
tion) and Gilmore D. Clarke, American 


Association of Landscape Architects 
president (Landscape Architecture). 

Awards in the architectural exhibit 
were made as follows: 

Commerical — Carol Antell Specialty 
Store, New York City; Seymour R. 
Joseph of Joseph & Vladeck, architects. 

Domestic — Residence, Cazenovia 
Lake, N. Y.; Peterson & Hueber, archi- 
tects; residence, Manhasset, N. Y.; 
Olindo Grossi, architect (ARCHITEC- 
TURAL Recorp, Nov. 1950). 

Ecclesiastical — No award. 

Educational — Passaic, N. J., Com- 
prehensive Senior High School, Kelly & 
Gruzen, architects; Colton-Pierrepont 
Central School, Colton, N. Y., Sargent, 
Webster, Crenshaw & Folley, architects. 

Industrial — No award. 

Institutional — Tuberculosis Hospi- 
tal, Rio Piedras, P.R., Isadore Rosen- 
field, architect; St. Barnabas House, 
New York, Ketchum Giná & Sharp, 
architects. 

Public works — No award. 

Several Mentions were listed in addi- 
tion to awards. 


Photo at left: New York State officers. 
Seated: Maxwell A. Cantor, Brook- 
Henry V. Murphy, 
Brooklyn— president; John W. Briggs, 


lyn—treasurer; 


Rochester—secretary. Standing: Leon- 
ard A. Waasdorp, Rochester— second 
vice president; Irving Seelig, Brook- 
lyn—first vice president; G. Morton 
Wolfe, Buffalo—third vice president 
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First pictures of entire group of buildings designed by Wright at Racine: photo 
below shows research tower and adjoining buildings just completed and 
(at right) administration building, opened in 1939. Above: closeup of tower 
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Pilot plant, also designed by Wright, is two-story structure 


ARCHITECTURAL RECORD 


CORE-SUPPORTED TOWER UNVEILED IN PHOTOGRAPHS 


Research and Development Tower Added to Group 


Designed for S. C. Johnson & Son, Inc., Racine, Wis., 


by Frank Lloyd Wright, Architect 


Tars already long-famous building in 
Racine, Wis., was formally opened No- 
vember 17, and the group of structures 
designed by Frank Lloyd Wright for 
S. C. Johnson & Son, Inc., was officially 
complete. 

Its significance in architecture and 
engineering is already demonstrated in 
the frequency with which sections of its 
core-type structure and renderings have 
appeared in the literature. It is, of 
course, the first large structure of this 
type actually to reach construction, and 
as such it will give sharper point to all 
of the discussions, once strictly theo- 
retical, of this method of using the prin- 
ciple of continuity. It provides the first 
practical test of the idea, if not exactly 
a test of its economic feasibility. 

At any rate, the world of building 
design shares a debt of gratitude to the 
persuasive old master and his progres- 
sive client, which is already well on its 
way to repayment, if the fame that 
comes from study and inspection and 


mere gaping is to be accepted as coin. 

The central core is actually a cluster 
of circular, reinforced concrete shafts. 
The center, or main shaft, 13 ft in 
diameter, houses the air supply and ex- 
haust ducts plus all of the utility and 
building piping services, always a special 
problem in a laboratory building. In 
section, a circular elevator shaft cuts 
into the main shaft on one side, a semi- 
circular stairway on the other. The con- 
crete walls of this main trunk carry the 
entire load, 8,000 tons; they vary in 
thickness from 7 to 10 in. 

The central core extends downward 
54 ft in the ground, for the necessary 
anchorage. Considerations of stability 
against overturning added a tapered 
circular plate and a thickened section. 
Tt is interesting to note, by the way, that 
while engineering calculations for this 
type of structure might appear quite 
simple, in actual practice they are not — 
there are no handbooks or tables to 
use. Such is the price of invention. 


Exterior walls are constructed of glass tubing laid horizontally and 
held in place by stainless steel wires binding them to aluminum sup- 
ports on the inside. Between rows of tubing are strips of synthetic 
rubber for caulking. Inside the glass tubing is a wall of plate glass 


Manager Donald McAllister of the magazine and architects cited for their firms: hon- 
orable mentions— Kenneth Ripnen, for Cresap, McCormack & Paget offices, New York; 
Welton Becket, for General Petroleum Bldg., Los Angeles; Irvin L. Scott, Shreve, Lamb 
& Harmon, for Mutual Life offices, New York; Mr. McAllister; top awards—Ely Jacques 
Kahn, for Philip Morris offices, New York; John T. Doran, Cram & Ferguson, for John 
Hancock Mutual Life Bldg., Boston. Unable to be present was Ralph Milman, cited for 
honorable mention First Federal Savings & Loan Association offices in Chicago 
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Factory and general office building for Powers Regulator Company at Skokie, lll. 
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ARCHITECTS HONORED FOR 
*OFFICES OF THE YEAR" 


Six arcuiTects (photo at left) have 
been honored with citations for their 
part in creating the winning offices in 
the 1950 “Office of the Year" Awards 
sponsored by the magazine, Office Man- 
agement and Equipment. 

Bronze plaques went to the offices ad- 
judged outstanding in each of two divi- 
sions — those employing fewer than 500 
persons and those employing more. 
There were two Honorable Mentions i in 
each category. 

Selection of winners of these first an- 
nual awards was based on a nationwide 
poll among A.I.A. members most active 
in office design and members of the 
Association of Consulting Management 
Engineers. 


$3,900,000 SHOPPING CENTER 
UNDER WAY IN NEW JERSEY 


Construction is under way in East 
Paterson, N. J., on the $3,900,000 Elm- 
wood Shopping Center designed for the 
Grand Union Company by Kelly & 
Gruzen, architects and engineers. 

The center, with parking space for 
nearly 3000 cars, will include a super- 
market and central offices for Grand 
Union, a drug store, a bank, and several 
large chain stores on a plot 760 by 
163 ft. 

The eight-story tower, containing of- 
fices and service core, is a modification 
of the tower used by Grand Union on its 
stores across the country. It will be 
faced in cast stone, with continuous 
bands of windows rising on both sides 
and continuing all across the top story. 

Exteriors are aluminum and glass. 


POWERS REGULATOR CO. 
BUILDS SKOKIE PLANT 


ScuEDuLep for completion next summer 
at the time of the company’s 60th an- 
niversary is a new plant for the Powers 
Regulator Company on its 13-acre site 
in Skokie, Ill. 

Sessions Engineering Company of 
Chicago are architects and engineers for 
the building. 

The new plant, which will contain 
130,000 sq ft, is 575 ft long. The two- 
story office, test and research laboratory 
section, 290 ft wide, will have face brick 
and stone exteriors. It will be completely 
air conditioned. 
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Avoid 


Timber Rot, 
Peeling Paint, 
Crumbling Plaster 


Asphalt Paper is Not Vapor Proof—Merely Waterproof 


Unventilated walls with ordinary insulations 
which permit water vapor to seep through, con- 
dense and accumulate, can cause damage. Over a 
million dollars was recently spent in ripping out 
and replacing crumbling plaster walls in a tre- 
mendous brick and steel, nationally known, apart- 
ment development in Greater New York. 


Vapor, a gas, flows through a wall, including 
plaster and asphalt, from high vapor density areas 
to low. Upon reaching a substance colder than its 
dew-point temperature, it condenses. 


“Dew will not form on the walls and ceilings of a well-insulated house. But it may condense in 
the insulation in the walls or on the siding or sheathing. The insulation and wood then become damp. 
In time this dampness may cause the wood to rot, and the paint to peel off." U.S. booklet, “Insulation 
and Weather-proofing," Page 11, Division of Farm Buildings and Rural Housing. 


Multiple accordion aluminum is impervious to vapor and is non-condensation forming. Because of its 
slight mass, the aluminum sheet on the warm side quickly approximates the temperature of the contacting 
air; and never falls below the dew-point. Heat flow by inner as well as outer convection is blocked by the 
fiber and aluminum sheets. The air spaces practically eliminate conduction. The additional aluminum sheets 
reflect back 97% radiation on the warm side and emit only 3% on the cold side. 


Because of low (396) emissivity, the aluminum on the cold side is slightly warmer than the cold contact- 
ing air, so condensation on it is not possible. No dew-point is possible anywhere on or within the insulation. 


This construction for walls is available commercially as INFRA INSULATION, TYPE 4 and TYPE 4 Jr. 
They cost under 7€ a sq. ft., material with labor, in new construction between wood joists. 


THERMAL FACTORS, TYPE 4 INFRA кра тт Oe к ано ee 
Down-Heat C.064, R15.62 equals 5" DRY Rockwool в INFRA INSULATION, INC. миф. 
Up-Heat С.109, В 9.17 equals 3" DRY Rockwool y 10 Moray Suet, Nes Fork, BL, Dept. i 
Wall-Heat С.105, R 9.52 equals 3 !/7” DRY Rockwool а Please send me free, *Government booklet, "Insulation " 

VAPOR PERMEABILITY equals ZERO , йараш : 
: ; А СДС Рс: ee 
Multiple Accordion Aluminum and i 
Triangular Reflective Air Cells L Fir 
L| SSS SL 
INFRA INSULATION, INC. к йы с =н 
10 Murray Street New York, N. Y. 0 (Send Price Lists of Insulations [] Send Free Sample LI 
Telephone: COrtlandt 7-3833 RG пеене PR шыс ИЕ 
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Fine Flush Vales С 
for Fine Buildings 
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Among Watrous Pine Features 


Water-Saver Adjustment 
All Watrous Flush Valves, both 
diaphragm and piston types, 
have an external adjustment for 
length of flush. Besides provid- 
ing maximum water-savings, 

og this feature can in- 
Wj sure peak operating 
efficiency from every 
fixture, and makes it 
possible to maintain 
efficiency over the 
years despite inevit- 
able wear or chang- 
ing operating condi- 


ST. JOSEPHS HIGH SCHOOL 


Cleveland, Ohio, one of the many fine buildings equipped 
with Watrous Flush Valves. 


STICKLE, KELLY & STICKLE 


Architects 


GEORGE F. EVANS 


Consulting Engineer 


REED & CAMPBELL PLBG. & HTG. CD. 


Plumbing Contractor 


CRANE COMPANY 


Plumbing Wholesaler 


ADJUSTABLE FLUSH VALVES 


BOTH DIAPHRAGM AN D PISTON TYPES 


THE IMPERIAL BRASS MANUFACTURING COMPANY 


1240 West Harrison Street, Chicago 7, Illinois 
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NEWS FROM WASHINGTON by Ernest Mickel 


Revision of NPA Order Banning ‘‘Amusement’”’ Construction 
Follows Bitter Opposition from Industry; A.I.A. Keeps in 
Touch with Defense Plans; Federal Aid Programs Revised 
To Meet Budget Cuts; “Essential? Public Works Continue 


Rapip DEFENSE developments in Wash- 
ington during the past few weeks have 
cast new light on the place of architec- 
ture and contract construction in the 
war program. Taken as an immediate 
adjustment, or a long-range plan, the 
federal changes unmistakably spell out a 
significant change from the business-as- 
usual pattern. From now on, architects 
and contractors will do their future 
planning with this changing picture in 
mind. Probable material shortages — 
certain in the common metals — seem 
certain to be much in the news. Aside 
from metals, indications are that cut- 
backs in residential building will remove 
most material difficulties. 

The architects are shifting their at- 
tention to federal defense programs. The 
National Production Authority has 
banned all further commencement of 
amusement, recreation and entertain- 
ment buildings. The NPA order (M-4) 
carried a direct threat that going con- 
struction of other types might be halted 
at a later date if it did not contribute to 
the defense effort. On the immediate 
complaints from the Associated General 
Contractors and other segments of the 
industry, the agency a few days later 
revised its M-4, removing the retro- 
active reference. Contractors said they 
were satisfied. But the fact remains that 
the control agency, with its broad au- 
thority flowing from the National De- 
fense Production Act of 1950, has power 
to curtail construction drastically. 

Section 22.12 of the Order lists 44: 
types of amusement, recreation and en- 
tertainment construction specifically 
prohibited. The regulation, which took 
effect October 27, also contains the 
catch-all phrase: "Any other recrea- 
tional, amusement or entertainment 
purposes, whether public or private." 


Washington Visits Unnecessary 


The new personnel appointments in 
NPA are important to architects insofar 
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as the agencies’ powers can be applied in 
the fields of building materials and con- 
struction controls generally. And as 
stated, those powers are broad. 

James W. Follin, whose name is fa- 
miliar to architects and engineers, is on 
loan from General Services Administra- 
tion to head NPA’s construction controls 
division. And John Haynes, another per- 
son familiar to the industry, will head 
the agency's building materials division. 
In these respective capacities, Follin 
and Haynes will serve under H. B. Mc- 
Coy, assistant administrator of NPA in 
charge of industry operations. 

The Follin section will deal with ad- 
ministration policy concerning the vari- 
ous limitation orders on construction. 
It already has made a thorough study of 
M-4 and its application to date. Staffs 
are being organized. Amendments to 
present orders are being studied. 

Another name familiar to the building 


industry, that of Frank R. Creedon, 
former federal housing expediter, ap- 
peared on the NPA appointment list. 
He was named to organize and direct a 
Facilities Clearance Staff to handle ap- 
plications for certificates of necessity in 
connection with industrial expansion for 
the defense program. 'The applications, 
concerning a shortened amortization 
period for tax purposes, come over to 
NPA from the National Security Re- 
sources Board which makes the final 
determination. 

While these important developments 
take place in Washington, architects are 
being advised it is not necessary for 
them to come to the nation's Capital to 
make inquiry about new commissions. 
'The various bureaus and agencies have 
attempted to make all pertinent in- 
formation available through field offices 
of the Department of Commerce (of 
which NPA is a part) and the General 
Services Administration, the procuring 
agent for the federal government. 


A.I.A. Keeps in Touch 


A complete inventory of the archi- 
tectural profession is being established at 
A.LA. headquarters here on I.B.M. 
cards. Returns to earlier questionnaires 
sent out to all registered architects con- 
cerning their experience and’ present 
capacity to serve the defense effort are 
still coming in and being tabulated at 
the Octagon. Further, A.I.A. has issued 


(Continued on page 16) 


— Drawn for the RECORD by Alan Dunn 
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a scratch list of federal agencies that are 
engaging outside architects for their 
projects now, or can be expected to do 
so at some future date. 

For some months special emphasis has 
been placed on the plans for future 
development of Air Force bases. With 
approximately 100 master plans to be 
prepared, the architects are watching de- 
velopments with keen interest. The con- 
struction of airport runways, buildings 
and appurtenances in this long-range 
effort may eventually involve expendi- 
tures of $25 million to $100 million in 
each case. 

A pattern for selection of architects 
and engineers from the various profes- 
sional fields may have been established 
for this long-range program in methods 
employed in naming designers for the 
new Washington, D. C., airfield. Here, 
Civil Aeronautics Administration con- 
sidered naming a team of architects and 
engineers to collaborate on preparing 
plans for the $14 million project. This 
new method of approach could set a 
precedent not only in its peculiar appli- 
cation to single projects, but in the field 
of mutual interest and cooperation 
among the professions as well. 

Services represented on the Washing- 
ton airport planning team included ar- 
chitectural, civil, electrical, landscape 
and mechanical. 

The A.I.A. was advised by the Air 
Force that on the larger program a proj- 
ect architect would be selected by the 
major area command subject to final 
approval by Washington headquarters. 
Because of rapidly changing technical 
advances, the Institute said it did not 

(Continued on page 18) 
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King George VI School, Chatham, Ont., 


MU = 


Photograph by Troller 


one of the buildings shown in the 1950 
exhibition of Canadian Contemporary Art. Architect for school was Joseph W. Storey 


NEWS FROM CANADA by John Caulfield Smith 


Ontario Architects Report 
Public Relations Research 


Tue ontario Association of Architects 
Committee on Public Relations, headed 
by Douglas E. Kertland of Toronto, has 
published an interesting report on the 
subject of architectural public relations. 
A summary of the results obtained from 
investigating current activities in the 
field reveals that: 

“Architectural organizations in Can- 
ada, the United States and the United 
Kingdom seem to be well aware of the 
need to acquaint the public with what 
architecture is and what an architect 
does. Most have public relations pro- 
grams. 

“The common denominator is regard 
for architecture as a public service, and 
for architects as suppliers of that serv- 
ice. Invariably, emphasis is laid on the 
pre-eminent and unique place the profes- 
sion occupies in the construction indus- 


16 


921Meg D1ydosBojoyg Азот] 211914 040040] 


try. In other words, no other artisan or 
technician can be an adequate substi- 
tute for an architect. 

“The R.LB.A. public relations pro- 
gram is the oldest among those of the 
architectural bodies studied. Those of 
the A.LA. and its larger chapters are 
more recent, and in some aspects far less 
conservative. For example, it is the cus- 
tom in the United Kingdom to wait for 
the press to come to the R.I.B.A. seeking 
news. The most active A.I.A. chapters, 
on the other hand, initiate events to 
secure press space. 

“The R.A.I.C. depends for its public 
relations program on the Standing Com- 
mittee on Public Information. Consid- 
erable work has been done under various 
chairmen, but it is difficult to measure 
what has been accomplished. This is 
always the case with public relations 
activities. Achievements cannot be 


(Continued on page 210) 


This branch public library for Toronto rep- 
resents ''a milestone in library planning. '' 
Ground floor houses adult circulating li- 
brary and three retail stores. Second floor 
accommodates the boys’ and girls’ library 
and some office suites. Third. floor will be 
all offices. Rental income from offices and 
stores is expected to amortize capital cost 


in 20 years. Beck and Eadie are architects 


ARCHITECTURAL RECORD 


БУА PEELL 
MOTORSTAIR 


in the gigantic New York 
Po t Authority Bus Terminal 


Mecca those affiliated with this tremendous project were: Howard 
S, Cullman, Chairman of the Board, Austin J, Tobin, Executive Director, 
and John M. Kyle, Chief Engineer and his staff, all of The Port of 
New York Authority; and Turner Construction ‘Company, Builders, 


22 the world's largest 


moving stairway contract 
was awarded to Peelle 


In this greatest of all modern bus ter- _ 
minals, transportation within the building _ 
is an essential part of the structure’s basic. - 
function. Moving stairways were planned 
to transport an estimated 130,000 pas- 
sengers daily—24 hours a day—7 days 
a week—every day in the year. Break- 
downs could not be tolerated. 


* Peelle Motorstairs were selected be- 
cause their design is based on advanced 
operational concepts, resulting in longer 
life and reducing maintenance costs to 
the lowest level yet achieved in the mov- 
ing stairway industry. 
Peelle Motorstairs are operating 
_smoothly, safely and economically all over 
the United States—in modern department 
stores, transportation terminals, municipal 
buildings and other well-planned structures. 
For further details send for our new 
folder PM-500. 


PEELLE MOTORSTAIR DIVISION 
e m of THE PEELLE COMPANY 
47 STEWART AVENUE, BROOKLYN 6, N. Y. 


Au BETTER-ENGINEERED PRODUCTS FOR MORE THAN 45 YEARS лай in bi aia cities 
SWEET'S ait ару — 
й РЕЕЦЕ MOTORSTAIRS • FREIGHT ELEVATOR DOORS • DUMBWAITER DOORS . © INDUSTRIAL DOORS 
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necessarily follow that past experience 
in design of airfields should be the prime 
reason for such selection. It made the 
suggestion that associations of engineer- 
ing specialists under the leadership of an 
architect might be considered. 

The Institute's committee also recom- 
mended that architects be selected as 
acceptable on the basis of qualifications 
and ability to perform. The preferred 
architect would then be called in for 


| WASHINGTON (Cont. from p. 16) 


complete negotiation on one of the fol- 
lowing two bases: 

1. Provided full scope, cost of con- 
struction and performance time can be 
established, a lump sum contract can be 
agreed on. 

2. Where project is of indeterminate 
nature as to scope and/or performance 
time, the compensation should be on the 
basis of a fixed fee plus reimbursable 
expenses. 


WEATHER STRIPS FOR SLIDING DOORS 


"D 


TRADE MARK 


| ACCURAT 


REG. US. PAT, OFF 


This residence, for which Emil A. Schmidlein, Orange, N. J., was the 
Architect, typifies the definite trend toward sliding doors opening on 
terrace or patio. Doors that need no “swing back” wall space and are 
100% weather and termite proof. Doors that open and close smoothly, 
quietly, easily, because they are fitted with “Accurate” patented metal 
weather stripping—the recognized material to do this job right. There’s 
no substitute. Write for working drawings—or ask for Illustrated Folder. 


ACCURATE METAL WEATHER STRIP CO., Inc. 


215 EAST 26th STREET, NEW YORK 10, N. Y. 
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If this first negotiation is not success- 
fully completed, it was suggested that it 
be permanently terminated, and the 
next acceptable architect called i for 
negotiation. 

This is but one of the “defense fields 
in which architects are showing special 
interest as the emphasis changes to 
defense projects. 


” 


Budget Bureau Trims Widely 


Another program important to archi- 
tects that will not be crippled badly 
by the budget cut is the Community 
Facilities Service advance planning for 
non-federal public works. Housing Ad- 
ministrator Raymond M. Foley has 
announced that the program will be 
realigned with project applications 
brought under two new criteria. Now, 
the CFS staff is weighing applications 
in the light of (1) whether projects con- 
tribute directly to defense; and (2) 
whether projects meet essential and 
immediate civilian requirements. 

Savings under this new approach are 
estimated to be $15 million in the fiscal 
year. Approximately 700 applications 
for the interest-free loans to help states 


(Continued on page 20) 


Design Data Needed by 
Nuclear Science Group 


Architects who have designed or 
completed projects involving facili- 
ties for the use of radio-active mate- 
rials are being asked to inform the 
A.I.A. Committee on Architecture 
and Nuclear Science. 

The committee, which also seeks 
a list of architects who have worked 
on projects of the Atomic Energy 
Commission, is collaborating with 
A.E.C. and other technical groups 
to compile information for archi- 
tects on design of projects requiring 
facilities for handling products of 
nuclear fission. 

Information should include a 
brief description of the projects, the 
special purposes of the buildings 
and related problems, like housing 
for experimental animals, etc. 

Communications should be ad- 
dressed to: Committee Chairman 
Thomas K. Fitzpatrick, Iowa State 
College, Ames, Iowa, with copy to 
Department of Education and Re- 
search, the Octagon, 1741 New 
York Ave., N.W., Washington 6, 
DG. 
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ONE WAY BLOW 


TWO WAY BLOW 


Here's the Secret oí 
Greater Diffusing Ability: 


ES S TEN) 7 


f THREE WAY BLOW 
Patented built-in vanes deflect the 
air in numerous divergent streams 
resulting in turbulence at the 
point of contact with the aspi- 
rated air. Result: Rapid mixing, 
diffusion and temperature equali- 
zation. 


AIR DEVICES Inc. 
17 EAST 42nd STREET е NEW YORK 17, N. Y. 
AIR DIFFUSERS * AIR FILTERS * ROOF EXHAUSTERS 


FOUR WAY BLOW 


AGAIR 


the Only Air Diffuser 


e 


for Each Application 


aie ae ЛАБАН 


Only Agitair Type R diffusers 
have patented built-in diffusing 
vanes. Only Agitair Type R 
diffusers may be assembled in a 
variety of patterns to provide 
blows in one - two - three - and 
four directions... with the amount 
of air discharged in each direction 
proportional to the area being 
served. Agitair assures 100% air 
distribution in any shape area, 
from any location, without the use 
of blank-off's or oversized outlets. 


Write for 
Complete Data 
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and their political subdivisions plan 
non-federal public works are on file in 
CFS field offices and in the headquarters 
office here. All are being restudied under 
the new criteria. 

Budget Bureau, in making its general 
reduction in the 1951 appropriations 
bill, slashed the program $15 million. 
Congress has provided $47 million for 
fiscal 1951. But another $10 million has 
been reserved for release if need war- 
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rants. This means it can be used during 
the fiscal period if emergency situations 
warrant. Potentially, this leaves $32 
million that could be used; $22 million 
assured for orderly continuation of the 
planning of these schools, streets, sewers, 
waterworks, hospitals, municipal build- 
ings and other non-federal projects. 
Commissioner Pere F. Seward has 
directed his field offices to consider 
applications for projects which meas- 
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ure up to this definition of essential 
civilian requirement: any public works 
"the lack of which would seriously im- 
pair the health or lives in the commu- 
nity, or deprive the community of the 
minimum public facilities required to 
meet the basic American standards of 
living, transportation or commerce." 
Upon broad interpretation, this could 
leave the door open for many projects 
that at first glance would appear to be 
barred in the realignment order from 
Mr. Foley. 

(Under a Presidential reorganization 
plan approved by Congress, CFS was 
transferred some months ago from the 
General Services Administration to the 
Housing and Home Finance Agency.) 

In all, 31 departments and agencies 
felt the economy wind blowing out of 
the Budget Bureau. The fiscal authori- 
ties cut a total of $580,271,335 from the 
fiscal 1951 appropriations act — at the 
direction of Congress itself — and placed 
the amount in reserve status. Congress 
had required that it trim the over-all 
amount by not less than $555 million. 

Here are examples of how some of 
the planning and construction programs 
were affected: Housing and Home 
Finance Agency was cut $15,750,000 in 
total; Agriculture's rural electrification 
loans, $66,427,000; Farm Housing loans, 
$24.5 million; Army's Corps of Engi- 
neers, $50 million; Interior's Reclama- 
tion and power marketing agencies, 
$56,950,000; General Services Adminis- 
tration, $21.5 million. 


School Construction Needs 


The state-by-state survey of school 
inventory and school construction need 
will go forward but with some limita- 
tions. The U. S. Office of Education was 
left with $3 million for federal contribu- 
tion to the effort after the Budget 
Bureau trimmed $2 million from the 
Congressional appropriation. This $3 
million is to be matched equally by the 
states themselves, resulting in a $6 
million program if all the funds are used. 

Unlike many other federal aid pro- 
grams, this one has no cut-off date 
specified by Congress. Presumably, the 
Office of Education will determine the 
period in which funds will be allocated. 
(Dr. Ray Hammond of this office is 
expected to handle details of the pro- 
gram.) 

Before the work actually gets under- 
way, officials will confer here with ex- 
perts in the educational and building 
fields. They want to learn more about 
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Interior 
Steel Doors 
and Frames 


Sliding Closet 
Door Units 


One-piece assembled 
frame or the famous 
AMWELD Original 
"K-D" (Knocked-Down) 
Frame Unit. 


From coast to coast, AMWELD is becoming the 
"most asked for” interior steel door and frame 
unit and sliding closet door unit. 


see|our 
CATALOG 


SWEET'S FILE 
ARCHITECTURAL 


BUILDING PRODUCTS DIVISION 
THE AMERICAN WELDING & MANUFACTURING CO. 
WARREN, OHIO 


Quality Welded Products Since 1918 


If you do not have 
our Building Prod- 
ucts Catalog, we'll 
gladlysend you one. 
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ur COW AKIO? vecine... 


When the time comes for flooring specifications, there 
is only one way to be sure that you can provide your clients 
with the most economical brand. That’s by comparing all 
brands! Once you’ve done this you’ll choose Hood Rub- 
ber Tile, the choice of leading architects, contractors and 
designers ... men who have found through years of ex- 
perience that Hood means a lifetime of wear, a new con- 
ception of beauty, a minimum of maintenance and years 
of quiet and comfort! 

So let comparison decide and you'll decide on Hood! To 
help you with this all-important decision, a color catalog, 
with complete information and specifications, is yours 


for the asking. 
Goodrich 


WATERTOWN, MASS. 
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school construction standards and de- 
tails of general need than now are 
known. Most immediate objective is a 
general process for obtaining data re- 
quired — how much school plant is 
needed and where it should be erected. 
Formats of a general nature will be 
worked out toward this end. After the 
general definitions are laid down and 
summarized, the program can move into 
the actual count of existing school 
facilities, the inventory phase. Then will 
follow the estimate of need, the number 
of new classrooms that must be built to 
accommodate adequately the growing 
student population. 

(Note: The national school plant need 
has been estimated in a very general 
way at $1 billion per year for the next 
10 years. And this estimate was made 
when construction prices were consider- 
ably lower than they are right now.) 

Final step in this tentative program 
of the Office of Education would be 
selection of actual site locations, where 
the new schools are to be placed. 

Inventory and estimate must be both 
quantitative and qualitative, which poses 
a pretty large problem for the federal 
authorities. They plan to leave the big 
end of the inventory and need estimates 
job to the states themselves. 

The officials are faced immediately 
with this problem — Congress did not 
provide for re-use of state allocations 
which state school bodies decide not to 
accept. Attorneys have read the law to 
mean that any allotment thus refused 
by a state must revert to the Treasury 
and cannot be reallocated. Some states 
are bound to turn down the offer of 
federal aid, it is believed. Still another 
reason the program will be slow in 
getting started is that many state legis- 
latures, most of them in fact, do not 
convene until January. And it will take 
legislative action in many instances to 
appropriate state monies to match the 
federal aid. 

Various bills were introduced in Con- 
eress looking toward relief of the critical 
classroom shortage. However, the only 
one enacted into law which provided 
actual construction funds was that au- 
thorizing direct federal assistance in 
erection of buildings in defense-industry 
areas. 
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Public Housing Penalized 


Rising construction cost has been no 
respector of the federal government's 
public housing plans. Congressional au- 
thorization for construction of 135,000 
low-rent public housing units each year 
for six years came as early as 1949; in 
the Housing Act of that year. But an 
unusual lethargy has restrained the 
program to this date. And now high 
building costs are slowing progress to a 
walk. 

The Housing and Home Finance 
Agency, of which the Public Housing 
Administration is a part, expected the 
program to move slowly. But officials 
concede they had hoped for a much 
more rapid pace than is being reported. 

The first official cutback came shortly 
after the Korean outburst. President 
Truman ordered that only 30,000 units 
be constructed during the last half of 
1950. (The Chief Executive can lower 
the output as far as he likes, and raise 
the total number at his own discretion 
up to a top limit of 200,000 units per 
year.) But this check on volume was as 
nothing compared to the influence of 
high building prices. 

All this gives rise to a disturbed feeling 
among architects because the trend ob- 
viously is toward simplification of plan 
to bring contemplated developments 
within the pocketbooks of the local 
housing authorities — and, not so inci- 
dentally, to look toward future justifica- 
tion of outlays before Congress. 

PHA is authorized to spend $363 
million each year of the program to 
subsidize rents in the public housing 
projects to furnish adequate housing for 
those who can’t afford private dwelling 
space. 

But the greatest problem now arises 
from what local authority units can and 
cannot get for their money. Too many 
of these local groups have failed to be 
realistic about their plans; and this has 
PHA in a tizzy because it is forced to 
reject a large proportion of plans sub- 
mitted — send them back for redoing. 

The public officials in Washington 
have a point in urging the local bodies 
to cut out the frills and too-elaborate 
planning. Some layouts have been re- 
ceived showing carports and other 
extravagant features the PHA people 
hardly would dare to approve on a low- 
rent public housing project. Frequently 
these plans are returned to the local 
authorities who are told to cut off the 
fancies, get other bids, and resubmit to 
Washington. Surprisingly, many of the 


(Continued on page 24) 
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rears your 


brain-child right! 


Your architectural plans are in competent build- 
ing hands when Merritt-Chapman & Scott is 
assigned the care and rearing of your brain-child. 
For М-С & S brings its specialized skills and un- 
rivalled facilities to bear on each job...and gives 
full attention to every construction detail. The 
result is a building completed as designed, on 
time. As illustrated in the brochure offered below, 


no project is “out of our line." 


Your copy of this new М-С & S 
booklet will be sent immediately 


upon request to Dept. AR4. 


MERRITT-ÜHAPMAN & SCOTT 
CORPORATION 
Founded in 1860... now in our 90th year 
GENERAL OFFICES 
17 Battery Place, New York 4, N. Y. 
CLEVELAND * BOSTON • NEW LONDON 
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resubmissions are approved on the sec- 
ond try without much loss to basic plan 
ideas, the PHA said. 

Private architects, however, have 
been telling Commissioner John Taylor 
Egan about the danger of too great a 
sacrifice in the redesigning process. They 
see important values lost in minimizing 
space. The agency's new density stand- 
ards for various types of buildings — an 
effort to reduce site and site improve- 


| WASHINGTON (Cont. from p. 23) 


ment costs — also is open to question. 
On the advantage side is the move 
toward setting a more uniform basis of 
cost estimating. 

PHA feels the trend toward over- 
elaborate designs on the part of local 
authorities and their architects is fully 
as important in the relatively high re- 
jection ratio here in Washington as the 
inflated costs. To further assess the 
trend, the agency studied five main 
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Faced with a problem typical to many, Ar- 
chitect Chromaster, who designed Fort Worth’s 
Berry Street Church of Christ, had to isolate 
in one compact, reasonably -priced unit, both 
winter heating and summer cooling. He selected 
usAIRco Refrigerated Kooler-aire. 

The installation in the Berry Street Church 
of Christ was supervised by Engineer L. E. 
Kanto, and Contractor Bell Sheet Metal Works 
of Fort Worth, Texas. 

Here are the features that put usAIRco 
Refrigerated Kooler-aire on so many specifica- 
tion sheets . . . in the designs for Churches, 
Shops, Offices, Restaurants, Theatres and 
Community Centers. 

1. Compact balanced assembly of the 

Refrigerated Kooler-aire combines cooling 

and dehumidifying units, refrigeration com- 

pressor and evaporative condenser all in one 
complete package. 

2. With the addition of a heating coil, 


Refrigerated Kooler-aíre . . . by 


For Churches. .. Economical 
Cooling and Heating With 
Pre-Engineered usAIRco Units 


Refrigerated Kooler-aire becomes an all- 

season air conditioning unit. 

3. Installation is simple. Unit is ready to 

operate. There are only three connections 

to make: to water and drain, to electricity, 
to the duct system. 

4. Operating costs are reduced by the evap- 

orative condenser which re-uses 95 of every 

100 gallons of water. 

5. Refrigerated Kooler-aire is available in 

sizes from 3 tons to 40 tons. 

Operating budgets are big factors in lowering 
break-even levels . . . thousands of vusAIRco 
Refrigerated Kooler-aires are providing year 
around air conditioning for churches and com- 
mercial installations at lower costs. 

Let us give you more information about 
Refrigerated Kooler-aire, the packaged air 
conditioning unit. Wire or write directly to 
United States Air Conditioning Corporation, 
3323 Como Avenue S. E., Minneapolis 14, Minn. 


usAlAce 


Engineers and manufacturers of air conditioning, refrigeration, unit heaters, coils and ventilating equipment 
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phases of 100 projects submitted for 
approval. These elements were site plan 
and type of building, dwelling layout, 
dwelling space, construction type and 
finish. 

The phases were rated independently, 
meaning 500 elements were evaluated 
in all. Of these, 148 were rated expensive 
or very extravagant and resulted in 52 
of the 100 projects surveyed being ruled 
out on the basis of undue costs. 

A month ago, PHA had given final 
approval to 162 low-rent public housing 
projects. Final construction of these will 
involve approximately 50,000 units, one 
third of which will be placed in New 
York and New Jersey. 

As of October 20 last, President Tru- 
man had approved PHA loans to local 
housing authorities for preliminary plan- 
ning of 283,676 units. The loans totalled 
$53,661,000 and reached into 601 locali- 
ties. These preliminary planning loans 
permit the local groups to contract for 
surveys, preparation of plans, and all 
such work except the final drawings. 

Housing of this type is built, owned 
and operated by the local housing 
groups, though Washington keeps close 
tabs on each project because of its con- 
siderable financial interest in the sub- 
sidized rents. The loans being approved 
by the President now are to cover con- 
struction contemplated during the next 
two years. PHA enters into preliminary 
loan contracts with the local authorities 
as soon as possible after the approval 
from the White House so advance 
preparations can get underway. 


No Group Deferment of 
Architects Sought: A.I.4A. 


e Organized architects are not seeking 
wholesale deferment of their member 
eligibles from military service. Here is 
the policy as outlined by the National 
Defense Committee of the American 
Institute of Architects: “There should 
be no thought of group deferment, as 
other professional groups have sought 
eroup deferment. Always there will be 
individuals in exceptional situations 
whose military service the national in- 
terest may indicate should be deferred. 
But architects as a group, and archi- 
tectural students as a group, cannot 
hope to place their professional interests 
above those of national service.” 


(News continued on page 194) 
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METAL WALLS 


PERMANENTLY a 
Виа 1, іс Prodi Co., Di it, Micbi, 
DISTINCTIVE Ыы: 
Jer en gaapte 22 


ODAY’S BUSINESS INTERIOR must reflect solidity and 
permanence, refinement and good taste—and at the same time ( 
be easily adapted to changes in space requirements. Mills Movable f 
Metal Walls are designed to meet this need. 


Solidity and permanence are achieved by exclusive Mills features 
like all-welded panel construction and sound-deadened panel : 
surfaces. They are insulated and sound-proofed, and correctly 

engineered for structural stability. Of refined architectural design A CASE IN POINT 


they are available in a wide range of attractive colors in baked-on Mills panel sheets are welded 
finishes specially treated to eliminate harsh light reflection. to panel frames—an exclusive 


construction feature for which 


As space needs change Mills Movable Metal Walls may be re- there is no quality substitute. 


arranged to fit the new layout—quickly, easily, and at low cost. The 


entire change can often be made overnight or during a week end. SPECIFY MILLS FOR 
We'll be glad to send you a 48 page easy-to-read booklet tbat All-Welded Panels • Sound Dead Surfaces 
will give vou full details. Just ask for Mills Catalog No. 50. Glareless Finishes e Scientific Sound-proof- 


ing * Easy Erection e Maximum Mobility | 


THE MILLS COMPANY * 961 Wayside Road • Cleveland 10, Ohio Superior Architectural Design 
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CONSTRUCTION 


United S 


Presented by Clyde Shute, manager, 


COST INDEXES 


Labor and Materials 
tates average 1926-1929 — 100 


Statistical and Research Division, 


F. W. Dodge Corp., from data compiled by E. H. Boeckh & Assocs., Inc. 


NEW YORK ATLANTA 
Apts., Hotels | Commercial and Apts., Hotels | Commercial and 
Office Factory Bldgs. Office Factory Bldgs. 
Residential Bldgs. Brick Brick Residential Bldgs. Brick Brick 
Brick and and Brick and and 
Period Brick Frame and Concr. Concr. Steel Brick Frame | and Concr. Concr. Steel 
1925 121.5 122.8 111.4 113.3 110.3 86.4 85.0 88.6 92.5 83.4 
1930 127.0 126.7 124.1 128.0 123.6 82.1 80.9 84.5 86.1 83.6 
1935 93.8 91.3 104.7 108.5 105.5 72.3 67.9 84.0 87.1 85.1 
1939 123.5 122.4 130.7 133.4 130.1 86.3 83.1 95.1 97.4 94.7 
1940 126.3 125.1 132.2 135.1 131.4 91.0 89.0 96.9 98.5 97.5 
1945 160.5 161.7 156.3 158.0 155.4 132.1 133.9 123.2 122.8 123.3 
1946 181.8 182.4 177.2 179.0 174.8 148.1 149.2 136.8 136.4 135.1 
1947 219.3 222.0 207.6 207.5 203.8 180.4 184.0 158.1 157.1 158.0 
1948 250.1 251.6 239.4 242.2 235.6 199.2 202.5 178.8 178.8 178.8 
1949 243.7 240.8 242.8 246.4 240.0 189.3 189.9 180.6 180.8 177.5 
July 1950 261.3 261.0 251.1 252.6 250.0 195.4 198.2 183.8 181.2 182.4 
Aug. 1950 264.5 265.0 252.1 253.3 251.1 201.5 204.1 188.9 187.2 190.0 
Sept. 1950 266.0 265.5 254.9 256.9 252.7 199.1 200.9 189.4 187.6 190.7 
0 increase over 1939 % increase over 1939 

Sept. 1950 115.4 116.9 | 95.0 | 92.6 94.2 130.7 141.8 | 99.2 | 92.6 101.4 

ST. LOUIS SAN FRANCISCO 


1925 118.4 116.3 118.1 86.5 99.5 102.1 98.0 
1930 108.3 112.4 115.3 90.8 86.8 100.4 104.9 100.4 
1935 90.1 104.1 108.3 89.5 84.5 96.4 103.7 99.7 
1939 110.2 107.0 118.7 119.8 119.0 105.6 99.3 117.4 121.9 116.5 
1940 112.6 110.1 119.3 120.3 106.4 101.2 116.3 120.1 115.5 
1945 152.8 152.3 146.2 148.5 146.2 144.3 144.5 146.8 147.9 
1946 167.1 167.4 159.1 161.1 159.7 157.5 157.9 159.3 160.0 
1947 202.4 203.8 183.9 184.2 193.1 191.6 183.7 186.8 186.9 
1948 221.9 231.2 207.7 210.0 218.9 216.6 208.3 214.7 211.1 
1949 221.4 220.7 212.8 215.7 213.0 207.1 214.0 219.8 216.1 

July 1950 231.1 235.0 223.9 221.1 232.6 229.7 224.0 225.6 224.1 
Aug. 1950 240.0 238.6 224.9 228.6 236.7 234.8 225.4 226.1 285.1 
Sept. 1950 240.2 238.8 225.5 229.0 226.4 236.2 234.1 225.6 226.2 225.6 

26 increase over 1939 % increase over 1939 

Sept. 1950 118.0 123.2 | 90.0 | 912 90.3 123.7 135.8 | 92.2 | 85.6 93.6 


The index numbers shown are for 
combined material and labor costs. The 
indexes for each separate type of con- 
struction relate to the United States 
average for 1926-29 for that particular 
type — considered 100. 

Cost comparisons, as percentage dif- 
ferences for any particular type of con- 
struction, are possible between localities, 
or periods of time within the same city, 
by dividing the difference between the 
two index numbers by one of them; i.e.: 
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index for city A — 110 

index for city B — 95 
(both indexes must be for the same type 
of construction). 
Then: costs in A are approximately 16 
per cent higher than in B. 

110-95 
95 0.158 

Conversely: costs їп B are approxi- 
mately 14 per cent lower than in A. 


110-95 
in = 0.136 


Cost comparisons cannot be made be- 
tween different types of construction 
because the index numbers for each type 
relate to a different U. S. average for 
1926-29. 

Material prices and wage rates used in 
the current indexes make no allowance 
for payments in excess of published list 
prices, thus indexes reflect minimum 
costs and not necessarily actual costs. 

These index numbers will appear 
regularly on this page. 
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The answer to the nation's need 
for fast industrial construction! 


STRAN 
STEEL 


ODAY'S urgent construction 
jobs can be completed faster 
with Quonset buildings. 


Quonsets give you morethan speed. 
You get maximum economy of ma- 
terial, all-steel fire safety, adapta- 
bility, construction ease, and the 
durability of N-A-X alloy steel. 


Today's Quonset is the product of 
widespread experience gained in 
use by the Armed Forces in World 
War II, plus experience acquired 
by industry, agriculture and com- 
merce in peacetime. Under any 
circumstances, Quonsets are the 
best bet in buildings. 


Quonset dealers are located all 
over America. For information, 
see the one nearest you. Or, write 


us or phone VInewood 3-8000 in 


Detroit. 


GREAT LAKES STEEL CORPORATION 


Stran-Steel Division • Ecorse, Detroit 29, Mich. 


a Зы 


Large industrial structures... 


The Arco Company, producer of in- 
dustrial paint, needed maximum fire 
safety for its lacquer manufacturing 
division at Cleveland. It chose 
Quonset buildings, centering pro- 
duction in the Quonset 40x80 in 
foreground. Nitrocellulose and other 
combustibles are stored in nearby 
smaller Quonsets. 


TN 
CA 


MEETS 


For FACTORIES * WAREHOUSES * MACHINE SHOPS * STORAGE BUILDINGS 


STRAN-STEEL AND QUONSET 
REG. U.S. PAT. OFF. 


5 Acres of Quonsets 


а "Typical of Quonset's easy adap- 
tation to industrial needs, the 
National Steel Products Com- 
pany'snew Houston warehouse, 
completed this July, covers over 
five acres. 


An example of Quonset speed 


88,000 SQUARE FEET OF STORAGE SPACE 
COMPLETELY BUILT IN ONLY 45 DAYS 
— This grain storage depot at Beres- 
ford, S.D., was part of last fall's 
Department of Agriculture pro- 
gram. More than 2,500 Quonsets 
were erected at 803 different mid- 
western locations, providing storage 
space for over 80 million bushels. 


NATIONAL STEEL sly CORPORATION 
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REQUIRED READING 


CITY PLANNING 


The Urban Pattern. City Planning and 
Design. By Arthur B. Gallion, Dean of 
Architecture at the University of Southern 
California; in collaboration with Simon 
Eisner. D. Van Nostrand Co., Inc. (250 
Fourth Ave., New York, N. Y.), 1950. 74% 
by 1014 in. xi + 446 pp., illus. $12.00. 

This volume might well have been 
titled An Introduction to City Planning. 
Although the author’s approach provides 
a realistic survey for architects, city 
planning officials and other professionals, 
it most certainly presents an excellent 
overall picture of urban development 
for the student and the serious general 
reader. The factors that have confronted 
and conditioned the evolution of the 
city are set forth from its earliest begin- 
nings in civilized societies, and the dis- 
cussion of these influences is supple- 
mented to an extraordinary degree by 
profuse and well-chosen plans and 
photographs. An outstanding feature of 
the illustrations is the use of extended 
analytical captions which greatly facili- 
tate subsequent detailed study of a 
particular point without interrupting 
the broader discussions of the running 
text. 

The authors point out that few cities 
in which great cultures have thrived 
began with a plan. Their growth has 
been dynamic and sensitive to changes 
in the interests of the citizens. As Dean 
Gallion, in his preface, says, ". . . it is 
apparent that the social order of the 
times has invariably fixed its impression 
upon the ѕһаре — the form and ar- 
rangement — of cities. The cities we 
build today are the great designs pro- 
duced by our democratic society; the 
urban environment — the living and 
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working environment of the whole urban 
population — is linked with the welfare 
of democratic institutions. Nearly every 
enterprise in which people engage, 
whether it is domestic or production 
and trade, is affected by and, in turn, 
shapes the design of cities. Real estate 
and finance, the social sciences and 
economics, the law, public administra- 
tion and political science, architecture 
and building, engineering and the arts, 
all are woven into the physical pattern of 
the city." 

A principle tenet of the book is that 
cities are growing ". . . less and less de- 
sirable as places in which to live and 
work. . ." The factors contributing to 
this state of affairs are analysed in 
detail, particularly as they influence 
the major problem of congestion, and 
some measures are proposed for the con- 
trol of density and obsolescence within 
the framework of existing facilities. 
Although the complete practicability 
of the proposed measures is certainly 
open to debate, they nevertheless indi- 
cate a path well worth further explora- 
tion. 

The book espouses no defeatist point 
of view. The authors are not advocating 
breakdown of the city nor a return to 
village size. It is granted that people 
need cities. The current flight to the 
suburbs indicates that ‘‘People are 
retreating from congestion, but they 
want and are retaining, the advantages 
of an urban environment. Despite the 
desirable characteristics of refuge in 
rural surroundings, the urban frame- 
work forms the basic employment pat- 
tern of our industrial society. The role of 
cities is more vital today than ever 
before. They provide the range and 
diversification of employment essential 
to a free existence of the people. Our 
task is not destruction of the city, it 
is to build a better one." 


ILLUSTRATION TECHNIQUES 


Illustrating For "Tomorrow's Production. 
By J. Harold Farmer, Abbott J. Hoecker 
and Francis F. Vavrin. The Macmillan 
Co. (60 Fifth Ave., New York 11, N. Y.), 
1950. 6 by 914 in: 203 pp. $5.00. 
Translated into an architectural idiom, 
this manual comprises a handy guide 
for the preparation of simple presenta- 


tion drawings and renderings intended 


for reproduction. The text, as written, 
deals specifically with industrial and 
mechanical illustrating, but the basic 
principles can be applied equally well to 
architectural work. 

Material for the book was drawn 
chiefly from a series of production illus- 
tration courses which were taught by the 
authors under the auspices of the Uni- 
versity of Texas War Training Program. 
The first section, dubbed the “kinder- 
garten department,” gives graphic short 
cuts for the various methods of pro- 
jection — orthographic, isometric, ob- 
lique and perspective. Shades and 
shadows and freehand drawing are 
treated briefly. 

The second half is concentrated on 
methods of making illustrations which 
reproduce well and economically, in 
printed form. The authors also give 
the fundamentals of the various repro- 
duction processes, and comments on 
their uses. The concluding chapters deal 
with drawing for aircraft illustration, 
advertising, and industrial design. The 
entire text is clearly and concisely 
written, and is amplified with a wealth 
of illustrations. 


SHOPS 


The Specialty Shop. A Guide. By Jose A. 
Fernandez. Architectural Book Publishing 
Co., Inc. (112 West 46th St., New York 19, 
IN. Ү.), 1950. 81% by 11 in. 304 pp., illus. 
$12.50. 

Jose Fernandez, A.I.A., has compiled a 
guide to the specialty shop which will 
be useful to the architect as a summing- 
up in the field. In the foreword to the 
book Dean Leopold Arnaud says that 
it offers a resume of what has been done 
in the store field to date as well as 
indicates what is going to be done in 
the future. He further states that it 
should be of great help both to the pro- 
spective store builder and architect. 
The book points out the advantages of 
having an architect doing a job, and 
establishes a certain basis for rapport 
between architect and builder. 

A combination of ideal conditions 
(funds, location, talented store archi- 
tect) seldom occurs, admits Mr. Fernan- 
dez, and the best thing to do is to 
make the best use of less than ideal 
conditions. He has presented stores 
that accomplish just this, showing ex- 

(Continued on page 30) 
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for INDUSTRIAL and COMMERCIAL BUILDI 


N 
ALUMINUM, STAINLESS or GALVANIZED STEEL 


Mahon Insulated Metal Walls are now available in three dis- 
tinct exterior patterns — Ribbed, Fluted and Flush plates. The 
Ribbed and Fluted walls are field constructed from plates 
which can be furnished in any length up to 55 ft., providing 
high expanses of wall surface without horizontal joints. The 
Flush Wall is constructed of prefabricated insulated wall 
panels which can be furnished in Galvanized Steel only, in 
any length up to 30 ft. Prefabricated Fluted Wall Panels with 
exterior plates of Aluminum, Stainless or Galvanized Steel 
can also be furnished in any length up to 30 ft. This type 
of wall construction offers the ultimate in thermal prop- 
erties, fire safety, appearance, and economy in both mate- 
rial and labor costs. See Sweet's File for complete infor- 
| Т Е : у | W | mation and typical installations, or write for Catalog B-51B. 

Over-all "U" Factor of Various Types is Equivalent THE R. б. MAHON COMPANY 
to or Better than Conventional 16 Masonry Wall. Detroit 34, Mich, o Chicago 4, Ill, © Representatives in Principal Cities 


— I 
t Lil - А зө Manufacturers of Insulated Metal Walls; Steel Deck for Roofs, Floors and 

_ ct Partitions; Rolling Steel Doors, Grilles, and Underwriters’ Labeled 
Rolling Steel Doors and Fire Shutters. 
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- drop it and dramatize it with... 


TH LITE-BLOX — 


RECESSED TROFFERS because... 


You can create with them P FAR MORE VERSATILE — 18 sizes all with same 


cross-section, 32 choices of standard and slimline 


an endless variety of effi- fluorescent lamps. Wide range of diffusing and 


cient and aesthetic lighting shielding media. 
patterns. It’s simple: LITE- 


BLOX take the place of 


D FAR EASIER, CHEAPER TO INSTALL— One-man 
can hang them with QM Brackets. Complete units 


E ready to mount — no joiners. Exact footlengths — 
ceiling blocks. 


no trimming. 


P PLUS THAT “HAND-CRAFTED” LOOK — Snap-on 
tailored trim in choice of smart plated finishes 


gives costly “custom-made” appearance 


—at stock prices! 


Build Your Relighting Plans With 
LITE-BLOX 


For full details call your nearest GUTH 
resident engineer or write today 


for Bulletin 869-J. 


LIGHTING 


THE EDWIN F. GUTH COMPANY / ST.LOUIS 3, MISSOURI 


Leader m Lighting fece 1902. 
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REQUIRED READING 


(Continued from page 28) 


amples of many contemporary stores, 
certain features of which make each 
worthwhile. 

Usual topics in a book such as this 
are dealt with: the architect's problems, 
the store front, sign, awnings, interiors 
layout, staircases, lighting, color, dis- 
play, salon and little types of shops, 
concealed functions and all the rest. 
The treatment presentation is direct; the 
author wastes no words, his text pur- 
posely being minimized in order to per- 
mit maximum space for pictures, plans 
and details. The specialty shops vary 
from the modest to the ultra-swanky, 
yet nearly every time the emphasis has 
been placed on the functions of each: 
what it is selling, and how best this has 
been accomplished. Among the last 
50 pages are miscellaneous drawings in- 
cluding scale details taken from ex- 
amples previously cited in the text. 


LETTERS AND ART 

Lettering. The History and Technique of 
Lettering as Design. By Alexander Nesbitt. 
Prentice-Hall, Inc. (70 Fifth Ave., New 
York, N. Y.), 1950. 7% by 105% in. xvii + 
300 pp., illus. $6.00. 

In an artistic field so familiar that 
often its nuances evade the even sensi- 
tive eye, Alexander Nesbitt’s general 
reader is initiated to a concept of letter- 
ing that transcends "skill." Sometimes 
we tend to think “neat lettering,” 
noticing a few lines at the bottom of a 
drawing, but it is not often that we 
consider a lettering job as part of an 
artistic presentation as a whole, whether 
it is from an architect's plan or a book's 
page. The author has considered letter- 
ing from the first as an intrinsic part of 
graphic design and not merely a neces- 
sity of but second-rate artistic value. 

In Part I (The History of Letters) 
Mr. Nesbitt adds up the contributions 
to letters by prehistoric, Greek, Roman, 
Gothic, Humanistic times to the present, 
showing carry-over of influences and 
developments. 

The second part of the book (A Prac- 
tical Course in Lettering) is concerned 
with instruction alone. The techniques 
and methods given in the text are illus- 
trated by full page plates which carefully 
designate such details as strokes, hold- 
ing the pen or brush or pencil, etc. 
“ Lettering with the Broad Pen," “Built 
Up Letters,” "Exercises in Script," 
“ Problems of Integration ” and “ Poster 
Design” are the chapters of Part IT. 

(Continued on page 32) 
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Nelbetomatie Plus 


SYNCHRO-GLIDE LANDING 


...the most perfect vertical 


transportation system you can buy 


The complete answer to any vertical transportation problem is the new 
Westinghouse system—Selectomatic PLUS Synchro-Glide Landing. 
Selectomatic is the unique Westinghouse supervisory control—an in- 
genious “electrical brain” that instantly and automatically matches 
cars to calls to floors. 

Synchro-Glide Landing is the new Westinghouse-developed automatic 
landing device that makes each car in the system provide: 


FASTER FLOOR-TO-FLOOR TIME —Synchro-Glide accelerates cars 
fast and evenly . . . slows them down quickly and smoothly. As cars are 
making the perfect-level landing, doors are opening . . . ready for pas- 
sengers to exit. Total result—floor-to-floor time reduced by 114 seconds 
per stop! 


SOFTER, SMOOTHER LANDINGS —The smooth, uniform gliding 
stops will astound you. Synchro-Glide’s dynamic braking action lands a 
car so softly you scarcely feel the brake set. 


ACCURATE FLOOR-LEVEL LANDINGS UNDER ALL CONDITIONS 
—Synchro-Glide assures perfect-level landings regardless of load or 
temperature changes . . . protects this accuracy while passengers enter 
or leave the car. 

It is the integration of Selectomatic with Synchro-Glide that gives 
you the most efficient vertical transportation system you can buy . . . 
Selectomatic PLUS. 


SEE IT TODAY —right in your own office! See and hear how Selecto- 
matic PLUS Synchro-Glide Landing solves elevator traffic problems. 
Write on your letterhead and we'll gladly arrange a showing of our new, 
sound motion pictures “Speeding Vertical Transportation with Selecto- 
matic Elevators,” and "Synchro-Glide Landing for Elevators." Elevator 
Division, Westinghouse Electric Corporation, Dept. D-1, Jersey City, N. J. 


you CAN BE SURE...ir ITS Westinghouse 
id 


DECEMBER 1950 31 


J-98592 


sa = eg - 


This New Material Cuts Costs — 
Adds Corrosion Resisting Beauty 


PERMACLAD STAINLESS CLAD STEEL is an en- 
tirely new and different product. It combines the surface 
characteristics of stainless steel with the easy forming 
qualities of mild steel, providing corrosion resistance at 
decreased costs. 


The stainless layer is usually 10% or 20% of the total 
thickness but the percentage of cladding can be increased 
or decreased if required. 

PERMACLAD is noted for its eye appeal and corrosion 
resistance. This is why more and more architects are 
specifying PERMACLAD for modern building facades, 
doors, panels, shower stalls and interiors. 

PERMACLAD is economical, too. It costs less than other 
corrosion resistant materials but it provides all the im- 
portant advantages. Reduction of weight is possible through 
the use of A.W. Dynalloy, low alloy, high strength steel 
as a backing for PERMACLAD in place of ordinary mild 
carbon steel. 

For additional information and a free copy of our 8-page 
technical data folder write to Alan Wood Steel Company, 
Conshohocken, Pa. Ask for Folder P-20. 


|The Finish, The ` 
É Finer The Product _ 
B Joe -j 
б STAINLESS CLAD STEEL 


_ ЕШР qe 
ОЮККА ALAN WOOD STEEL COMPAN 


CONSHOHOCKEN, PA. 


оү, КК Products: A.W. ALGRIP ABRASIVE Floor Plate • A.W. SUPER-DIAMOND 
кани “Floor Plate = Billets * Plates * Sheets * Strip • (Alloy and Special Grades) 
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fornia, 


REQUIRED READING 


(Continued from page 30) 


Perhaps one of the best services ren- 
dered by Mr. Nesbitt’s book is to con- 
vince the student of lettering that learn- 
ing technique is nof, in the last analysis, a 
curb on his creative abilities. As the 
author indicates, the personality comes 
through practically everything. 

“There is no question about the use- 
fulness of a lettering course," says Mr. 
Nesbitt, “аз a means of training the 
eye, hand and design sense." His manner 
of presentation has this very much in 
mind. Flexibility of instruction is de- 
liberate and, according to author, 
permits the course to be either used 
alone or expanded. 

The scope and background of informa- 
tion is extraordinarily thorough. The 
entire project is scholarly, instructive 
and well put together. Although experi- 
enced architects may have little need 
for schooling in this field, the beginning 
student will find the volume more than 
helpful both in defining styles and in 
giving instruction. For both, the book 
will be of interest from the historical 
point of view as well as in its concept of 
lettering as design. 


BOOKS RECEIVED 


Annual Report of the Smithsonian Institu- 
tion. Smithsonian Institute, Washington, 


D. С. 


Architecture of the Southwest, The. By Trent 
Sanford. W. W. Morton Co. 


Building for Modern Man. By Thomas 
Creighton. Princeton University Press, 
Princeton, N. J. 


Evolutionary Thought in America, Ed. by 
Stow Persons. Yale University Press, New 
Haven, Conn. 


Handbook of Correctional Institutional De- 
sign. U. S. Dept. of Justice, Bureau of 
Prisons, Washington, D. C. 


House Construction Costs. By С. Under- 
wood. McGraw-Hill, New York. 


Mosaics of Norman Sicily, The. By Otto 
Demus. Philosophical Library, New York. 


Public Housing — Los Angeles Area — 
Analysis and Report — May, 1950. By 
Housi ug Бенито Council of Southern Cali- 


os Angeles. 

Solving Parking Problems. A Guide to Com- 
munity Action. Bureau of Planning, Dept. 
of Commerce, Albany, N. Y. 


Structural Plastics. By Engle, Hemming and 
Merriman. McGraw-Hill, New York. 


Writing for the Business Press. By Arthur 
Wimer. Wm. C. Brown Co., Dubuque, Iowa. 
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Fixtures illustrated in SKY BLUE are: Cadillac recess tub with mixometer shower 


is 5] fitting; Emerson twin lavatories and Prince reverse trap closet combination. 


THERE'S GOLD IN BRIGGS 72%% IN COLOR 


Whether you feature only one or all four of 
Briggs famous decorator colors—the result is 
always plus profits for you! The reason is as 
simple as ABC! A: Modern families want colored 
fixtures—even though most of them are afraid 
they can't afford the cost. B: Briggs Beautyware 
gives them colored fixtures at practically no 
extra cost! C: When they find this out, you— 


who either sell or have built a house with 
Briggs Beautyware in color—have a sure sale! 
No wonder the biggest builders and the most 
wide-awake plumbing dealers are so enthusiastic 
about Briggs. Follow their lead . . . let Briggs 
start building new profits for you—today! 
Briggs Manufacturing Company, 3001 Miller 
Avenue, Detroit 11, Michigan. 


Merit Award granted 
by American Society of 
Industrial Engineers for 
excellence in engineer- 
ing and manufacture. 


Only 10% more than white". . . for any one of these smart new decorator colors 


COPR. 1950—BRIGGS MFG. CO. *10% additional charge for colored ware applies to complete sets including Briggs brass fittings. 


B-1330H B-3230H B-3330H B-2210H B-2500 
Sky Blue Sandstone Sea Green Ivory White 
Porcelain Enamel Vitreous China Vitreous China Porcelain Enamel Porcelain Enamel 

Steel Steel 


The Von Duprin mul- 
lion (shown here 
with Von Duprin A2 
rim devices) consists 
of a hollow alum- 
inum extruded body 
with lg" walls and 
non-ferrous metal fit- 
tings. It comes in 
either maroon bronze 
lacquered (No. 1254) 
or natural brushed 
finish, clear lacquered 
(No. 1254CL). Com- 
plete detailsand 
specifications on 
request. 


— 


VON DUPRIN DIVISION 


YoU GET EVERY AD- 
VANTAGE OF BOTH 
SINGLE DOOR AND 
DOUBLE DOOR OPER- 
ATION WITH THE 


Won Duprin 


FRAME-PATTERN 
MULLION 


If you prefer the simplicity and appearance 
of single doors equipped with panic devices, 
yet know that the full opening will occasion- 
ally be needed, the Von Duprin “Frame-Pat- 
tern” Removable Mullion provides the perfect 
answer. Two doors, with this sturdy, hand- 
some mullion, harmonizing with the door 
frame, provide single door operation . . . and 
when the wide opening is wanted, it is a matter 
of only a minute or two to remove two machine 
screws from the top fitting and lift out the 
mullion. It's as simple as that. 


Mullion serves as 
stop for meeting 
stiles, covers gap 
between doors, 
and holds strikes 
for devices. 


VONNEGUT HARDWARE CO., INDIANAPOLIS 9, INDIANA 
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ELBOW UNIT 


TEE BRANCH 


PLATE ANCHOR UNIT 


Prefabricated Ric-wil Accessories 
insure installation economies and 
top operating performance. Built 
of the same top quality materials 
as all Ric-wil products, they are 
prefabricated to exact engineering 


specifications. 


0) Bx 

YEAR ў : X " 
WI, EPRC I 
OVERHEAD * UNDERGROUND | THE RIC-WIL COMPANY - CLEVELAND, O. 


From the first rough plans through every phase of designing, engineering, 
and installation, Ric-wiL Pipe Engineering Service is available for 
assistance to engineers and contractors. No matter how special or intricate 
the problem may be, Ric-wiL engineers can help solve it with a prefabri- 
cated system that will fit accurately when it gets to the job. 

Every Ric-wiL product is engineered — not to fit a general requirement — 
but specifically designed and prefabricated to provide low cost installation 
and high operating efficiency for your specific insulated piping system. 
Built by skilled mechanics in modern plants under ideal working con- 
ditions, Ric-wiL products are made under strict control in all details, 
labor and materials. 

Ric-wiL piping engineering assistance, plus Ric-wiL installation econo- 
mies, plus long maintenance-free, high efficiency operation make Ric-wiL 
your practical answer to all insulated piping problems. 

At your request, the Ric-wiL representative nearest you will be glad to 


provide Ric-wiL technical information as applied to your specific problem. 


For full technical information on 


E 
[| J Ric-wiL Insulated Piping Systems, call 


or write the Ric-wiL office nearest you 
-— or Dept. 9-KA in Cleveland, Ohio. 


мыгы 


FOR FORTY YEARS THE GREATEST NAME IN INSULATED PIPING SYSTEMS 
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Interesting applications 


AMONG THE ELEMENTS that help to make this building of the Pacific Telephone 
and Telegraph Company, Oakland, California, a landmark is the extensive use 
of Pittsburgh Glass. These products include Pittsburgh Polished Plate Glass, 
Herculite Doors and 4” Herculite Glass on the second floor stairwell. Architects: 
H. A. Thomsen—A. L. Wilson, San Francisco, Calif. 


ARCHITECTS FIND Pittsburgh Products ideal for meeting the demands imposed by open-vision store fronts. These large expanses of 
transparent surfaces permit seeing the interior from the sidewalk, thus serving as a display and advertising medium. In this auto- 
mobile showroom at Ardmore, Pennsylvania, Pittsburgh Products were utilized to help create a distinctive and appealing design. 
Among these materials are Pittsburgh Polished Plate Glass windows, Herculite Doors, and Pittco Premier Store Front Metal. Archi- 
tect: J. Bedford Wooley, Philadelphia, Pa. 
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of GLASS in current construction 


NO OTHER material can add so much 
beauty and utility to a bathroom as Car- 
rara Glass. Architects agree on that. For 
Carrara lends itself to many interesting 
and pleasing treatments. It is available in 
ten colors, a wide range of thicknesses and 
numerous possible surface decorations. It 
lasts indefinitely, is easily kept clean. 


— ad Sse ДЕ. 


ALL THE ADVANTAGES of Twindow—Pittsburgh’s window 
with built-in insulation—plus a high degree of ventilation, are 
now available to your clients. That is because of the Vita Auto- 
matic Window—"the only picture window that opens elec- 
trically!’’—offered by Vita Automatic Windows Inc., 101 Park 
Avenue, New York 17, N. Y. 


This cut-away view shows the construction of a Twindow unit, 
using two panes of Pittsburgh Polished Plate Glass. The her- 
metically-sealed air space between the panes provides effec- 
tive insulation which minimizes downdrafts, cuts heat losses 
through windows, reduces condensation. When three or more 
panes are used, insulation is even more efficient. Forty-seven 
standard Twindow sizes are available, adaptable either for 
wood or steel sash. 


Design it better with 


Pittsburgh (lass 


Your Sweet's Catalog File contains a complete listing and descriptions of Pittsburgh Plate Glass Company products. 


PAINTS : GLASS · CHEMICALS · BRUSHES · PLASTICS 


PITTSBURGH PLATE GLASS COMPANY 


DECEMBER 
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4-Square Pressure Treated Lumber 


OFFERS FROM THREE TO FIVE TIMES LONGER SERVICE LIFE 


Wren a special lumber item offers from ` 
three to five times longer service life, it is 
bound to attract your attention and com- 
mand your interest. Weyerhaeuser 4-Square 
Pressure Treated Lumber is such a product. 

The pressure treatment of lumber, with 
Wolman salts, assures protection to wood 
endangered by rot or termites. Wherever 
wood contacts the ground, concrete or 
masonry ... or is exposed to moisture traps, 
excessive humidity or condensation... 
4-Square Treated Lumber should be used 
for real economy. 

The extra value of this pressure treated 
lumber for durability under adverse condi- 
tions is definitely established by its long 
record of service in residential application 


Design for 


COMFORT, BEAUTY 06 


and ECONOMY 


with 


SPECIAL 4-SQUARE LU 
LUMBER PRODUCTS 
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and farm construction, as well as varied 
industrial uses. 

4-Square Lumber, pressure treated with 
Wolman salts, is clean, odorless, paintable, 
non-corrosive and non-leaching. It is as easy 
to handle and work as ordinary lumber. It is 
treated in accordance with the processes 
prescribed by the American Lumber and 
‘Treating Company and the American Wood 
Preservers Association. 

Designers will find that 4-Square Pressure 
'Ireated Lumber serves a special need in 
modern construction. It adds longer life and 
greater utility to structures. Weyerhaeuser 
Pressure Treated Lumber is available 
through 4-Square Lumber Dealers in the 
regular items in retail stocks. 


Other 
SPECIAL 4-SQUARE 
LUMBER PRODUCTS 


DRIFTWOOD, KNOTTY PINE, RIDGEWOOD 
AND KNOTTY CEDAR PANELING * END- 
MATCHED SHEATHING, SUB-FLOORING, 


HEMLOCK FLOORING (Hardwood Pattern). 
FIR AND HEMLOCK CEILING, DROP SIDING, 
FLOORING * FABRICATED PARTS • TREATED 
LUMBER * NU-LOC STUDS * CLEAR-TYPE 
DIMENSION * HEART DIMENSION * GLUED- 
UP LUMBER * WOOD GUTTER * LOG CABIN 
SIDING + S2E JOISTS • PICTURE WINDOW 
FRAMING * FIR CORNER MOLDING. 


D SERVICES 


ВТВ ЕЭ Be 8S IA aX а? Ша Шы F Е 


WEYERHAEUSER SALES COMPANY 


ST, PAUL 1, MINNESOTA 
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For Extra Safety and Convenience 


use 
STANDARDIZED 
FEEDER DISTRIBUTION 
PANELBOARDS 


ADD TO FEEDER PANELBOARDS the extra safety (no 
overloading) and convenience (nothing to replace) of automatic 
circuit breaker protection and you have a panelboard that's as 
popular as it is dependable. 


For economy and ease of installation, finished panelboards 
are built to your requirements using standardized boxes designed 
to meet any job need. Boxes are shipped from stock... with 
removable ends to permit drilling conduit openings on the job. 
Panels are readily installed after boxes are in position. 


'The circuit breakers, too, are standardized as to dimensions 
and fastenings, permitting ready interchangeability or replace- 
ment. 50 amp. frame size has thermal trip only; 100 amp. and 
larger have combination thermal-magnetic trip. 


Capacities: 15 to 600 amps. in four 


f compact design, minimum space is required for these frame sizes (50-100-225 and 600 
ы А М P Bn» P 3 : a amp.), 250 and 600 volts AC or DC. 
Circuit Breaker FEEDER PANELBOARDS without sacrific- Non-interchangeable trip elements 
- х š : : are standard on the two smaller frame 
ing capacity or installation features. For complete details, talk sizes; interchangeable trip on all 
it over with your Representative (he's listed in Sweet's). others. This feature is also available 


in 100 amp. frame on special order 
at slight additional charge. 


Frank ldam Electric Co. 


ST. LOUIS 13, MISSOURI 


Makers ој BUSDUCT • PANELBOARDS • SWITCHBOARDS • SERVICE 


EQUIPMENT * SAFETY SWITCHES * LOAD CENTERS • QUIKHETER 
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Standing invitation to hospitality 


BEAUTIFUL BIGELOW CARPETS 
On the floors of the new Hotel Muscle Shoals 


STEP INTO ANY ROOM at the beautiful 
new Hotel Muscle Shoals in Sheffield, 
Alabama. 

Your feet will sink into a soft, lux- 
urious Bigelow Carpet. Your eyes will 
be welcomed by a harmony of color 
and design. 


XC SINCE 1025 k 


BIGELOW 
Rugs — Carpets 


(The room above has Bigelow’s finely woven Beauvais 
Carpet, in one of many handsome patterns.) 

The careful decorative planning of the Muscle Shoals 
has won many compliments from its guests. Manager 
Arthur H. Kirby writes, “Ап expression frequently 
heard is that our rooms are ‘little gems.’ I feel that our 
attractive carpeting furnishes a perfect setting...” 


Equally important is the fact that Bigelow Carpets 
are known for their long-wearing quality—their ability 
to remain good-looking through years of use. 


If you are planning a carpet installation, why not take 
a cue from the Muscle Shoals? Consult the Bigelow 
Carpet Counsel—a group of experts with a vast sum of 
experience in decorating offices, hotels, business estab- 
lishments. 


The Counsel will gladly advise about weaves, patterns, 
colors, costs—help you select the most practical carpet 
for your particular purpose. 

No charge for this service. Just call one of the 26 
Carpet Counsel offices. Or write to Bigelow Carpet 
Counsel, 140 Madison Avenue, New York, N. Y. 


BIGELOW Rugs and Carpets 


Beauty you can see... quality you can trust... since 1825 
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Suntile walls at work in the Hamm 
Brewery, St. Paul, Minn. Architect: 
C. H. Johnston. Contractor: Wm. 
Baumeister Const. Co. Authorized 
Suntile Dealer: Drake Marble Co., 
all of St. Paul. 


It's easy-to- dm hard-wearing, real „Сме 


You won't actually see the sign —but where you 
see Suntile in an industrial interior, you'll know 
the walls (and floors) are hard at work. 


Day-in, day-out, these tough, trouble-resistant 
surfaces keep busy cutting down plant overhead. 
Routine maintenance costs next to nothing —and 
long run expenses, refinishing, redecorating and 
repairs, cost even less! An occasional plain water 
washing is all the attention Suntile ever needs. 
This means real savings for your client. 


Product processing gets valuable help from Sun- 
tile, too. That's because of Suntile's impervious 
surface. It washes clean, really clean. Dirt, grease, 
inoisture, many acids or bacteria cannot penetrate 


The Cambridge Tile Mfg. Co. 
470 Alabama Street 
San Francisco 10, California 


SUNTILE OFFERS YOU BOTH * 


Suntile's hard, fired-in finish. They stay on the sur- 
face where they can be thoroughly washed away. 


And what a beautiful job Suntile does brighten- 
ing up a working place! The colors stay lustrous 
and unfaded. Suntile's Color-Balance gives you 
practically unlimited color combinations to choose 
from, makes it easy to provide a cheerful, morale- 
building setting for any kind of production. 


Put this versatile, real clay tile to work in the next 
interior you plan. Your Authorized Suntile Dealer 
can give you valuable help in this. He knows tile 
and he knows how to give you the finest installa- 
tion. Every jobcarries his guarantee. See your classi- 
fied telephone directory for his name, or write us. 


NEW COLOR FOLDER AVAILABLE 


Created under the direction of Faber Birren, leading color authority. 22 at- 
tractive wall colors, 27 beautiful shades of unglazed ceramic mosaic tile, 10 
unique Suntile Camargo colors. All selected to give you a wide range of 
effective color treatments for walls and floors. Write today for your FREE 
copy, or see our Sweet's Catalog. Dept. AR12, The Cambridge Tile Mfg. 
Co., Cincinnati 15, Ohio. 


WAREHOUSES 


The Cambridge Tile Mfg. Co. 
941 N. Citrus Avenue 
los Angeles 38, California 


BETTER TILE * 


BETTER 


Ideal for: schools 
hospitals * stores 
public buildings 


industrial plants 


residences 


INSTALLATION 


1 


RMSE EES 


Laundry room... workshop . .. 
. all need 
grounded raceway protection. 
Properly installed with appropri- 
ate outlets, such as that illustrated, 
ELECTRUNITE E.M.T. provides 
this added protection feature at 


kitchen... garage.. 


little added cost. 


SEE SWEET’S FILE 


or write us for detailed infor- 
mation on these Republic Steel 
Building Products: 


Pipe—Sheets—Roofing 
Enduro Stainless Steel 
Toncan Enameling Iron 
Electrunite E. M. T. 
Fretz-Moon Rigid Steel Conduit 
Taylor Roofing Ternes 


Berger Lockers, Bins, Shelving 


Berger Cabinets for Kitchens 
Truscon Steel Windows, Doors, 
Joists and other Building Products 


LIGHTWEIGHT 
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EAS 


NEEDS THIS EXTRA CIRCUIT PROTECTION 


Now, at little extra cost, you can give your clients 

the unquestioned advantages of grounded wiring race- 

ways. Just specify modern ELECTRUNITE E.M.T. 
(Electrical Metallic Tubing) and appropriate outlets. 
The result: Positive grounding of every circuit from serv- 
ice entrance to appliance . . . freedom from injurious stray 
current . . . protection against fires caused by short circuits... 
a better, safer house identified with your name. 


Because ELECTRUNITE E.M.T. is a modern rigid steel raceway, 
its walls make an ideal pathway to ground, providing permanent 
protection. From a cost standpoint, ELECTRUNITE E.M.T. is 
ideal, too, because of its many installation advantages which 
keep job costs at a minimum. 


Get the complete story about ELECTRUNITE E.M.T. today. 
Write, wire or phone for your free copy of Booklet SA-50. 


REPUBLIC STEEL CORPORATION 
STEEL AND TUBES DIVISION е CLEVELAND 8, OHIO 
Export Department: Chrysler Building, New York 17, N. Y. 


EDECHRUN ITE REM 


THREADLESS 


di 


REPUBLIC 


STEEL 
® 


RIGID STEEL RACEWAY 
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“Ink quality” file copies of pencil drawings are 
produced with Kodagraph Autopositive Cloth 
Instead of making expensive “ink on cloth” tracings of 
its original drawings, Ingersoll-Rand simply reproduces 
them on Kodagraph Autopositive Cloth. This new photo- 
graphic material produces positive copies directly (like 
Kodagraph Autopositive Paper and Film) ... without 
the negative step... without darkroom handling. No 
special equipment is required, either: a photocopy ma- 
chine is used for the exposure operation . . . standard 
photographic solutions for development. Result: inter- 
mediates that have the sharpness, the sparkle of new 
ink tracings . . . with non-smudging, dense photographic 
black lines on a durable white cloth base. 


NEW PHOTOGRAPHIC MATERIALS... 
NEW DRAFTING SHORT CUTS 


Eliminate Costly Retracing 


at INGERSOLL-RAND 
Phillipsburg, N. J. 


Old, soiled, or damaged drawings are restored 
with Kodagraph Autopositive Paper 

When such drawings are taken from the files, the call 
is for Kodagraph Autopositive Paper—to eliminate hours 
of expensive retracing time. This low-cost, high-contrast 
photographic material increases line density . . . cleans 
up backgrounds . . . in many cases delivers serviceable 


intermediates that require no handwork at all. Drawings 
in very poor condition are restored by Ingersoll-Rand 
in the following manner: after an "Autopositive" is 
made, stains, creases, and other unwanted elements are 
removed with eradicator fluid or razor blade. Then, the 
print is used to produce a second “Autopositive,” which 
is touched up with pencil if necessary. 


Standard units are added : to new drewines with 
Kodagraph Autopositive Film 

Among the many ingenious drafting short cuts devel- 
oped by Ingersoll-Rand is the use of Kodagraph Auto- 
positive Film overlays made from standard-component 
drawings. These transparencies are kept on file . . . and 
taped to new drawings whenever necessary. Following 
this. the composite is reproduced on Autopositive Paper. 
Result: a photographic intermediate of uniform line 
density . . . plus important savings in drafting time. 


Kedagraph /\utepostitive Materials 


Additional номаи of using Коа 
Autopositive intermediates 

Sharper, cleaner blueprints are produced—at uniform, 
practical speeds—because Ingersoll-Rand makes them 
from "Autopositives" instead of its perishable original 
drawings. This way—there's far less chance of “reading 
errors" in the shop. And valuable originals are protected 
against machine wear and tear . . . constant handling; 
are kept safe in the files available for reference and 
revisions only. 


“The Big New Plus” in engineering drawing reproduction 
————————————————————— MAIL COUPON FOR FREE BOOKLET 
EASTMAN KODAK COMPANY 95 


Industrial Photographic Division 
Rochester 4, N. Y. 


Gentlemen: Please send me a copy of your illustrated booklet 
giving all the facts on Kodagraph Autopositive Materials. 


[ 
Learn in detail how you | 
can use Kodagraph Auto- | 
positive Paper, Cloth, and | 
Film — the revolutionary | 
products which you, or | 
your local blueprinter, can | 
process quickly, economi- | 

| 
| 
| 
l 
l 
| 
| 
1 


Kodak 


TRADE-MARK 


cally. Write today for a 
free copy of "Modern 
Document and Drawing 
Reproduction." 


Nam 


FORD —— 1 ———— 
(please print) 


Company Shed. — 0 m p. 


Gy — — — o o Su. — а 


30 AL 1 


Always room for 


ADDITIONAL toads 


Take-offs at frequent intervals permit 
loads to be added or rearranged with- 
out disturbing the feeder system. FVK 
(secondary feeder) has 15 outlets in 
every 10-ft. section; LTG (light duty) 
is a potential outlet its entire length. 


When FLEX-A-POWER goes UP 


... costs come DOWN 


Standardized construction and flexibility 
of FLEX-A-POWER busways reduce invest- 
ment. No costly investment to anticipate 
future needs. Low cost to install pre-fab- 
ricated sections. LVD (low voltage drop) 
used as main feeder. 


FLEX-A-POWER never 


grows old 


Whenever a major relocation of out- 
lets is required, the entire FLEX-A- 
POWER system can be dismantled, 
removed to another location and re- 
installed with practically 100% 
re-use of materials. 


How to make your 


clients POWER-HAPPY 


This free booklet tells more about 
economical FLEX-A-POWER—the mod- 
ern power distribution system used, 
for example, in Atlanta’s Candler 
Building, Cincinnati’s General Hos- 
pital, Houston’s Shamrock Hotel, 
Gimbel’s Milwaukee store. Write for 
Bulletin ТЕМ-1. THE TRUMBULL 
ELECTRIC MANUFACTURING COM- 
PANY, Plainville, Conn. 


TRUMBULL (Т) ELECTRIC 


TRUMBULL'S TRAINLOAD OF NEW PRODUCTS 
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There's more than just one type of 
stainless steel . . . because stainless 
applies to a family of steels. And in 
order to get the best possible results 
from stainless in your application, 
the right analysis must be used. 


That's why Crucible, a pioneer in 
the development of this specialty, 
offers you the services of an alert 
staff of metallurgists to help you with 


your stainless application problem. 


Crucible's half century of specialty 
steel leadership is built on a strong 
foundation of service to Industry . . . 
with attention to detail . . . whether 
the order is in tons or pounds. From 
the ground up, Crucible designed and 
put into operation one of the first 
integrated mills built specifically to 
hot and cold roll stainless steel. This 
$19,000,000 addition gives Crucible 
facilities to provide industry with 


stainless in every form. 


There is no substitute for Cru- 
cible's background of 50 years of spe- 
cialty experience. Let Crucible show 
you how to apply stainless steels to 
your products. One call from you 


puts us to work on your application. 


= = = = CRUCIBLE STEEL COMPANY OF 
stainless steel is а family affair Serica. osse ва New 


York 17, N. Y. 


CRUCIBLE first name in special purpose steels 


STAINLESS STEELS 


STAINLESS » HIGH SPEED • TOOL * ALLOY * MACHINERY * SPECIAL PURPOSE * STEELS 
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LIVING ROOM 


DINING ROOM. 


LAUNDRY 


P s 
SINK 
DISHWASHER 


Gentlemen: 


Please send me complete information on 
Westinghouse Electric Water Heaters. 


NAME 


EIRM.— . 


SIREET | 


YOU CAN BE 


REFRIGERATOR DRYER ELECTRIC SINK 
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Piping hot water long distances is inefficient . . . and often 
expensive from an installation standpoint. 

So why not make use of two—or more— water heaters to 
serve various bath, kitchen and laundry areas? 

A Westinghouse Table-Top Water Heater provides ample 
capacity for kitchen and laundry needs. It fits into a bank of 
cabinets, matches up with laundry equipment. It provides 
valuable work surface through its counter-height porcelain 
top with backsplasher. 

Then, for bathroom needs, a Westinghouse Standard fits 
into closet or alcove . . . fits perfectly, too, into your design 
for comfortable living. 

With Westinghouse Electric Water Heaters, you assure 
top performance, due to such quality features as direct 
immersion “Сокох” elements, Fiberglas insulation and a 
10-Year Protection Policy against tank failure. 


Send coupon for full information and specifications. 


WESTINGHOUSE ELECTRIC CORPORATION 
ELECTRIC APPLIANCE DIVISION * MANSFIELD, OHIO 


IF ITS 


——— 


a 


WASTE-AWAY RANGE LAUNDROMAT VENT FAN WATER HEATER 
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jgged railroad demands, Insulux resists smoke, rust, rot, seldom needs washing, 
ites like an 8-inch brick wall. Service Depot designed by De-Leuw Cather & Co., 
есі: Chief Engineer E. C. Vanderburgh, Consulting Architect: A. N. Rebori. 


AYLIGHT IS FREE—DON'T ABUSE IT—USE IT—THROUGH 


Daylight Engi neering Why install windows to let daylight in, then cover most of the 


openings with blinds, shades or curtains to keep out the glare? 


That is a wasteful, old-fashioned way of handling free light. 
Rapidly becoming outmoded, too. 


Now Daylight Engineering with an Insulux Fenestration System 
shows you how to use daylight most effectively . . . morning, noon 
and afternoon as though your building turned with the sun. 


An Insulux Fenestration System lets you provide light with 
privacy—light with insulation—light through a tough, durable 
product that never rusts or rots, is highly fire-resistant. 


Jirect sun causes uncomfortable brightness near windows, ex- To let daylight into dark places under scientific control, ask for a 
reme contrast in other parts of room. Insulux Fenestration (glass Daylight Engineer's help. Write our Daylight Engineering 
lock plus vision strip) directs and spreads daylight to ceiling, Laboratory, Dept. AR12, Box 1035, Toledo 1, Ohio, for 
:еерѕ brightness at comfortable levels, provides vision and professional service. Insulux Div., American Structural 
entilation. Products Co., subsidiary of Owens-Illinois Glass Co. 


IN SULU X FENESTRATION SYSTEMS 
— óy the pioneers of Daylight Engineering 


X X giis 


Architect 


Frederick W. Harsen. 
Lovel Building v ; 


Olson Flooring 
340,000 sq. = ‘et Higgins 


WORLD-FAMOUS p o 
BOAT BUILDERS E. 


with Lifetime Beauty and Service 


Higgins Bonded Hardwood Block Flooring will not 
warp, buckle, cup, or crack. It is rot proof, termite proof, 
water repellent, abrasion resistant, climate proof—es- 
pecially quiet and comíortable to walk on. 

Higgins Flooring is ideal over radiant heating. 
Grooves in the back of each block act as a heat con- 
ductor, assuring uniform heat with practically no in- 
crease in water temperature. 

Higgins Flooring can be installed over any type oí 
slab or any other subflooring. It can be blind nailed or 
laid in adhesive. 

Keeps its luxurious beauty indefinitely with only 
routine housekeeping attention. You can always spec- 
ity Higgins with confidence wherever 
distinction and permanence 
are desired. 


€ Multiple-ply 
construction 

© Selected oak face 

9 Pressure bonded with marine-type glue 

O Integral tongues 

O 9" x 9" net face 

€ Toxic impregnated—comes with final finish 

Write for literature and sample block € Grooved back molds to surface, anchoring 

into adhesive А 


BONDED HARDWOOD 4: 
BLOCK FLOORING 7 
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Costs less laid down 


Sells homes faster 
Increases valuation 


Fon many years intensive research on 
the cause' and prevention of leaky brick 
walls has been conducted by various or- 
ganizations and individuals, and much vital 
information has been gathered. 


Most authorities agree that workmanship 
is the most important thing involved, but 
until now, no one has attempted to explain 
and illustrate the difference between good 
and bad workmanship. 


"Type of Workmanship Recommended to 
Secure Dry Brick Walls" does just that. 
In it, a recognized authority on brickwork 
has compiled 16 pages of proven informa- 
tion — explanations and recommendations 
—96 color illustrations. It is a major 
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contribution to good building. lt is not an 
advertisement for our product, Brixment. 
It is published as a service to the building 
trades. It will be sent free to any architect, 
contractor, bricklayer or dealer who is 
interested in water-tight masonry. 


Use the coupon to secure your copy. No 
obligation of any sort. 


L шыш шын шын ШШ ШШ шыш шыш шын шын шын шын кыш шыш 
Louisville Cement Co., Incorporated 
308 Guthrie Street, Louisville 2, Kentucky 


Gentlemen: Without obligation, please send me a copy 
of "Type of Workmanship Recommended to Secure 
Dry Brick Walls." 


Name. 


Firm. 


Street 


City we State 


1 
l 
l 
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Buy PLEXOLINE!—sensational new mass-produced light- : 
ing system with "flexibility." Simple combinations of 
Plexoline's linear and circular units produce any lighting 
patterns your imagination can invent. Graceful curves of 
light .. . circular contours . . . angular patterns . . . abstract 
designs ... and more! 


Best of all, Plexoline delivers this truly custom-tailored 
lighting at standard cost. It’s modern lighting with all the 
traditional economies of Day-Brite QUALITY; Plexoline is 
carefully designed and produced to insure long years of Plexoline is simple. No intricate wiring arrangements, no costly in- 

blef fä А he | ible install stallation problems. All parts are uniform, fit accurately. Linear 
trouble-free, ellicient service at the lowest possible installa- sections are available in a variety of lengths, 2- and 4-lamp, 


tion, maintenance and operating cost. Slimline and standard Fluorescent. Circular units available as 


adjustable accent units. 
But you need the full PLEXOLINE story to properly judge s 
its amazing advantages to you. Send for your free copy of Now you Can DESIGN LIGHTING to Fit your Floor Plan ! 


C AC mJ "3 


"Plexoline — Imagination at Work." Day-Brite Lighting, 
Inc, 5465 Bulwer Ave, St. Louis 7, Mo. In Canada: 
Amalgamated Electric Corp., Ltd., Toronto 6, Ontario. 
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"DECIDEDLY BETTER" 


DAY-BRITE 
Lighting Раши 


PREMIUM QUALITY WITHOUT PREMIUM COST 
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Patterns: 
800 Dove Gray, 
100 Sun Dawn 


FREMONT RUBBER TILE DUO-CUTS and DIAGONALS 


Give your clients a floor design that's attractive and different. Fremont 
Rubber Tile Duo-Cuts with interchangeable centers and Diagonals, precision 
cut at the plant, create a "custom" floor installation without the added cost 
of hand work. However, like other rubber products, rubber tile ship- 
ments are slower in reaching our Dealers so it may take a little longer to 
secure the exact pattern you want. It's worth the wait. 
Fremont Duo-Cuts and Diagonals give a dressy . . . different floor idea. 


Please send me without obligation a copy of your full-color 
brochure, "Fremont Opens the Door”. 


309 McPherson Highway, FREMONT, OHIO 


MAKERS OF: Rubber Tile * Rubber Tile Adhesive * Vinyl Plastic Name 
Cove Base * Rubber Rugs * Sponge Rubber Rug Cushion ee 
Plastics * Foam Rubber 


Street Address. = 


City. State 


l 
| 
| 
| 
| Рїгт Мате. 
| 
| 
| 
! 
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HHH HHH 


DON'T THROW THAT FLOOR AWAY! 


You may think this cartoon's ridiculous. But it's a 
fact that you can save one floor out of ten by speci- 
fying the Carrier Conduit Weathermaster System 
for air conditioning new buildings. Using small con- 
duits instead of bulky ducts, this system saves up to 
85% of the rentable space taken up by other sys- 
tems. In terms of extra income, that’s mighty im- 
portant to an owner. 


Invented by and exclusive with Carrier, the 
Conduit Weathermaster System is suited to hospi- 
tals, hotels, office buildings and apartments. It can 
be installed in existing multi-room buildings with- 
out extensive alterations or interruptions to normal 


HHA ВВВ 
HHA 


service. A year-round system, it allows individual 
regulation of temperature in each room at the twist 
of a dial. It also provides every other air condition- 
ing benefit—the proper control of humidity, venti- 
lation, draft-free circulation and the cleaning and 
filtering of air. 


Pioneer in air conditioning, Carrier has con- 
tributed every major advance in the field. Its expe- 
rience is world-wide and on every type of structure. 
This know-how is at your disposal through our 
representatives, who will be glad to co-operate with 
you on any undertaking. Carrier Corporation, Syra- 
cuse, New York. 


AIR CONDITIONING 
REFRIGERATION 
INDUSTRIAL HEATING 
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FLUSH DOORS 


7 The Mengel Со., Plywood Division 
2314 South Fourth Street, Louisville, Ky. 
Gentlemen: Please send me, without obligation, 


full specifications оп [] Mengel Hollow-Core Flush 
y Doors; 1 Mengel Stabilized Solid-Core Doors. 


y Name. 


Street 


Рі City 2 State_ =_= 
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1888... DEPENDABLE BATTERIES FOR 62 YEARS...1950 
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Guard against lighting failure in the buildings you design 


All buildings where crowds gather indoors at 
night require protection from the dangers 
of lighting failure. Storms, floods, fires, 
collisions and accidents beyond the control of 
ever-vigilant light and power companies can 
interrupt normal current supply and be a 
serious menace to life and property. 


But the lights need not fail in the buildings you 
design. Exide Emergency Lighting provides 
safe, sure, modern protection. When other 
sources fail, it takes over any part or all of the 
lighting load, instantly and automatically. 
Units and systems can be supplied to meet 


any requirement from a few lights to many 
. .. from a single building to a large group. 
THE ELECTRIC STORAGE BATTERY COMPANY 


Philadelphia 32 
Exide Batteries of Canada, Limited, Toronto 


» 


EMERGENCY 
LIGHTING 


“Exide” Reg. Trade-mark U. S. Pat. Off. 
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Save Valuable Floor Space with... 


Have the convenience and safety of permanent built-in seats...yet 
provide the maximum floor area for other purposes when spectator 
seats are not required. Medart telescopic gym seats occupy just 32 
inches of floor space when in “nested” position! No special wall 
reinforcement necessary because load is distributed on the floor 
rather than wall. 


NOTE THE MEDART “SAFETY FACTOR” 


The understructure is made entirely of steel with uprights of double 
channel construction to give "I" beam vertical strength and balanc- 
ing support. Spacer angles and cross channels are of steel. Selected 
lumber used throughout for seatboards, footboards and risers—full 
length—full width . . . one piece. 


Medart Telescopic Gym Seats Available In WALL ATTACHED... 
MOVABLE...HIGH ROW (UP TO 20 ROWS HIGH) AND RECESSED TYPES 


Write for descriptive literature .. . send your 
plans for suggestions. 


SWEET'S FILE (ARCHITECTURAL) NO. 23g—3a and 23c—8a 


FMS50-1 


(RED [/. )EDART PRODUCTS, INC. 


3540 DEKALB ST. ST. LOUIS 18, MO. 


Leadership for over 75 years in School Equipment 
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A complete line of 
Basketball Back- 
stops both stand- 
ard and special 
designs "tailored" 
fo meet any struc- 
tural condition. 
Write for descrip- 
tive literature. 


The very latest 
design in Basket- 
ball and Football 
Scoreboards for 
spectator visibility. 
Write for descrip- 
tive literature. 
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STEEL WINDOWS... KNOWN FOR THEIR 
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Contractor: Kucharo Construction Company • Des Moines, lowa 


Mesker Sales Engineers: Berkley-Pinkerton Company * Waterloo, lowa 
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Go dramatic... 


safely... with 
Mesker STEEL 


You can do a better design job, 
te more effective window treatments, and get 
er wall structure with Mesker STEEL Win- 
dows ...the strongest windows made! Next time 
you're scratching around on your drawing board 
. .. searching for an idea that’s both striking and 
practical... try a Mesker “wall of windows". 
Stronger Mesker windows let you design larger 
window areas. Your buildings have more inside 
light, and up to 100 per cent ventilation... 
perfectly, completely controlled fresh air at a 
touch of the hand. A noteworthy example is the 
Iowa sanatorium addition shown here, featuring 
long runs of Mesker “window walls". Here's a 
square foot of windows for every 1.76 square feet 
of floor space! Remember, too, the initial cost of 
Mesker windows is remarkably low compared to 
any other type of window or wall construction. 
Upkeep is practically nil. 


When you're ready to design a dramatic structure 
that has plenty of architectural feeling plus 
greater safety, get in touch with your Mesker 
sales engineer . . . the man who sells the strongest 
windows made. 


Available now 
and FREE to architects! 


It's here—new 1950 Catalog 
of Mesker “Heavy Duty" 
Windows! An organized refer- 
ence book that covers every 
aspect of steel window design- 
ing, engineering and speci- 
fying. Order your copy today 
by mailing the coupon below! 


FOR SCHOOLS, FOR HOSPITALS 


1 34” 


33% MORE STRENGTH 


That's the difference—the Mesker extra— 
that means greater safety—higher resistance 
to wind shock and rough treatment. Mesker's 
Intermediate Ventilator member is up to 
33%* stronger because of its greater depth. 
This is the deepest section made! This means 
you, and every architect, can think in bigger 
terms—design larger, more impressive win- 
dow areas without concerning yourself about 
window strength. So regardless of the type 
of architecture you favor, choose a stronger, 
more beautiful Mesker steel window. Be 
certain of the best, the safest, and the strong- 
est! Specify MESKER, the strongest windows 
made! 


* Based on the comparative section modulus of similar hot rolled 
steel members 13%" deep versus steel members 15%" deep. 


MESKER BROTHERS 
4338 GERALDINE, ST. LOUIS 15, MO. 


Gentlemen: I want to know more about the added advan- 
tages of Mesker Heavy Duty Steel Windows. Please 
send me (free) your 1950 Catalog. 


Name 
Address 


City and State 


AR120 


W. W. MEIRS, Designer 


RIGHT FROM THE START...TELEPHONE OUTLETS 


| - TELEPHONE OUTLET 


BELL TELEPHONE SYSTEM 
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Its both practical and profitable to plan 
for telephones while a house is still in the 
blueprint stage. Practical because it pro- 
tects the beauty of walls and woodwork by 
keeping telephone wires concealed. Profit- 
able because it impresses prospects and 
makes houses more salable. 


Telephone outlets can be made an in- 
tegral part of any house—with little effort 
and at little cost. A few lengths of pipe or 
tubing leading to outlet boxes are usually 
sufficient for the average house. Placed in- 
side the walls during construction, they 
carry the wires unseen to the outlets, thus 
protecting the beauty of walls and woodwork. 


Your Bell Telephone Company will be 
glad to help you in planning efficient, eco- 
nomical conduit layouts for houses and 
buildings. Just call your local Business Office 
for free telephone planning service. 
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Another ANACONDA leaf for your notebook 


on COPPER for better 


design and construction 


A new and interesting architectural trend is the 
use of copper-covered concrete slabs as sun- 
shades over balconies and windows. This practice is 
detailed in the accompanying drawings. These details, 

on convenient 814” x 11" sheets, are yours for the asking. 
Similar data, or any desired special information, on 


ANACONDA Sheet Copper, such as chimney or Through-Wall | YOUR NAME........ «o eoo eeoeossssusoonsooose | 
Flashing, gutters and various types of copper roofs, WELT | 
will gladly be furnished on request. Just send a note Wo — Uc NEPOS PRISE | 
outlining your problem to The American Brass Company, | | 
Waterbury 20, Connecticut. In Canada: Anaconda | CIIYioxsssssirbfeeüukevetewgsr STATE, « алоо | 


American Brass, Ltd., New Toronto, Ontario. T XE met pq J 


" 
You can build it better with ANACON DA COPPER 
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Building: FOOTE, CONE & BELDING—Chicago 
Designer: Harper Richards 

Architect: Friedman, Alchuler & Sincere 
General Contractor: E. Н. Marhoefer Co. 
General Acoustics Co. 


Acoustical Contractor: 


Design for QUIET 
and BEAUTY 


Fire safety and unusually high acoustical 
efficiency . . . soft, uniform light diffusion 
from the rich, attractive finish . . . all 
designed to add smart, decorative beauty 
to the modern office . . . all yours in one 
package with a Fiberglas* Textured Acousti- 
cal Tile Ceiling. 

For complete specification information on 
Fiberglas Acoustical Tile—the lowest cost 
mineral-type incombustible acoustical ma- 
terial available— call your Fiberglas acousti- 
cal contractor, listed in the yellow pages of 
the phone book. Or, write to Owens-Corning 
Fiberglas Corporation, Dept. 68L, Toledo 
1, Ohio. 


SEO PA 


OWENS-CORNING 


FiBERGLAS 


*FIBERGLAS is the trade-mark (Reg. U.S. Pat. 
Off.) of Owens-Corning Fiberglas Corporation for 
a variety of products made of or with glass fibers. 


* BUILDING INSULATION * ROOF INSULATION 
* ACOUSTICAL TILE * FORM BOARD 
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how fo get 
Superior carpet 
installation 

by specifying 
SMOOMMCUYE 


TACKLESS METHOD 


; Cupil bagt M АЕ 4 
vi vU a D A lathe tuak 


How smoothedge works 


"Smoothedge'"' gripper holds the carpet firmly and 
invisibly from underneath. As a result, ugly 

tack marks, bulges, and dust-catching identations 
are eliminated. The carpet is also easier to 

take up for cleaning. No special provisions are 
required for either wood or concrete floors. 

To specify, merely state, ''Carpet to be installed 


with Smoothedge carpet gripper, or equivalent.” 


RECOGNIZED AND AVAILABLE NATIONALLY 


Handled by over 4,000 carpet retailers 
and by 68 leading carpet distributors. 
Recommended by the mills themselves for 


wall-to-wall carpet installations. 
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GENTLEMEN: 
tackless installation. Also send 
NAME 


FIRM 


CITY 


THE ROBERTS COMPANY, Dept. AS12 
1536 North Indiana Street, Los Angeles 33, California 


Please send detailed, illustrated literature оп "Smoothedge" 
“Smoothedge" A.I.A. file. 


SEE 


GET THIS * Smooth, beautiful 
effect at carpet edge. No ugly tack 
marks, scallops, dirt-catching 
indentations, or ripples. 


speciFY smoothedge 


TACKLESS INSTALLATION 


AVOID THIS * Ugly puckers 

or tack marks are eliminated when 
carpet is installed the modern 
"Smoothedge"' tackless way. 


speciFy smoothedge 
TACKLESS INSTALLATION 


AT FLUSH DOORWAYS * Get 
unblemished appearance at 

this most noticeable area. You 
see only beautiful carpet, no 
tack marks with ''Smoothedge."' 


seecirY smoothedge 


TACKLESS INSTALLATION 


ELIMINATE TACK MARKS * 
Tack marks never improved the 
appearance of lovely wall-to-wall 
carpet. Even the best turn-and- 
tack job shows tack marks. 


speciFy smoothedge 


TACKLESS INSTALLATION 


AT DOOR JAMB * For smooth 
flowing carpet at door jambs, 
carpeted stairways, апа wherever 
wall-to-wall carpet is installed, 

the floor covering looks its 
loveliest when you 

ѕрЕСІҒҮ smoothedge 
TACKLESS INSTALLATION 


i 


ZONE STATE 
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Sea Fort, River 


NO RUST 


ол HOPE'S 


HOT-DIP GALVANIZED 


WINDOWS 
after seoen years at sea 


These windows, which were unpainted during seven years' exposure to salt spray 

and sea air, are still in excellent condition. Specify HOPE'S steel windows 

RUSTPROOFED BY HOT-DIP GALVANIZING and save more than its cost 
in decreased maintenance expense. 


HOPE'S WINDOWS, INC., Jamestown, N. Y. 


THE FINEST BUILDINGS THROUGHOUT THE WORLD ARE FITTED WITH HOPE'S WINDOWS 
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NATIONAL ELECTRIC 
SHERARDUCT CONDUIT 


l. Made of "Spellerized" steel for easy 
bending and clean-cut threads. 


2. Scale-free—inside and out. 


All rust-forming impurities removed 
before SHERARDIZING. 


Zinc alloyed with the steel on all 
surfaces. 


(UE ыыы ш ыыы, a 


All threads have the same zinc pro- 
tection as the walls. 
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= Ws: 78 |! d Acid-resisting Shera-Solution baked 
A WES ALL Ц | 7 into the pores for added protection. 


| NATIONAL ( 


І ELECTRIC Раооостѕ 
[ | 


VED By THE TEST OF уулу; 


| / \ 
Е! 


The touse of Healing on the Hill- 


Xavier Hospital, Dubuque, Iowa. Architects and engineers — Schmidt, Garden & Erikson, Chicago. 
e e • е 
... high, too, in operating efficiency 


“The patients in this hospital are benefiting from the very latest ideas in 

structural and operating efficiency." (From Hospital Management 

feature story about Xavier Hospital, Dubuque, Iowa.) Vital to this 
operating efficiency: 


(1) Edwards Nurses’ Call System insures immediate attention 
by registering above door, at nurses' stations and utility rooms. 


(2) Edwards Doctors’ In and Out Register immediately tells 
operator or receptionist who is in the hospital. Also, a flick of 
a switch at the operator's register causes an automatic flash- 
ing of the doctor's name as he checks in, thus informing him 
that there is a message waiting. 


(3) Edwards Synchromatic Clock System for automatic 
split-second accuracy. 


Yes, all signaling and call equipment complete to the 
most minute detail. It's no wonder that the personnel 
accomplish their multiple tasks with such ease and 
high efficiency. In these days of unprecedented de- 
mands on nurses and doctors, Edwards equipment 

is basic to the smooth, time-saving operation of 
Xavier—or any modernly equipped hospital. 


6 DWARD є Write for illustrated bulletin on Edwards 
4 8 Hospital Signaling Systems. 
| Hospital Signaling Systems 


Edwards Company, Inc., Norwalk, Conn. In Canada: Edwards of Canada, Ltd. 
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Railings • Acoustical Ceilings 


interiors thal jl 


like FLORSHEIM SHOES... 
AND LAST A LONG, LONG TIME 


When you put on new Florsheims, you step into 
shoes that really fit and last a long, long time. 
And when you install Hauserman Movable Steel 
Interiors you step into surroundings that fit your 
building requirements for a long, long time. 


That’s why The Florsheim Shoe Company installed 
these modern, functional Interiors in its new 
factory and office building in Chicago. Hauserman 
Interiors are flexible. When administration or 
manufacturing methods require new floor layouts, 
the walls can be quickly and easily moved. What’s 
more, these solid, rigid Hauserman Movable Walls 


. Partitions . Wainscot 


Complete Accessories 


pg AUSERMAN 


Шолй Steel luv. 


Hauserman Movable 
Steel Interiors in new 
Florsheim Shoe Com- 
pany office building 
and plant in Chicago, 
Architects and Engi- 
neers: Shaw, Metr 
& Dolio. Builders: 
Campbell-Lowrie- 
Lautermilch Corp. 


and Doors have a baked on finish that will last a 
lifetime. And because they’re made of steel they 
won't chip, crack or warp. 


One of our representatives would like to discuss 
all the advantages that Hauserman Movable Steel 
Interiors have for you. There's no obligation of 
course. À nationwide field force is ready to install, 
or move and re-erect Hauserman installations. 
Write Tbe E. F. Hauserman Company, фай 
6780 Grant Ave., Cleveland 5, Obio and 
tell us when he can call. Or if you prefer, 
we'll send our fully illustrated catalog. 


Organized for 
Service Nationally 
Since 1913 


E 


Manufactured under О, S. Patents 
Nos, 2182877, 2237531, 2271710 


e The Revere-Simplex Reglet System is an economical 
and efficient method of flashing spandrel beams and column 
faces with enduring copper. This system offers the fol- 
lowing advantages: 


Affords greater moisture protection for tbe building. 
Eliminates the necessity of flashing the entire face 
of each spandrel beam. In that way, it not only avoids 
interference with wall ties, stone anchors, angle 
bolts, etc., but also insures substantial economies 
through a large saving in flashing material. 

Diverts all seepage to the exterior wall face, and 
prevents rusting of the steel work. 

Is based upon the use of the Revere-Simplex Reglet, 
which is a simple, practical, easily installed receiving 
device for securing metal flashings in concrete. This 
patented reglet provides a permanent watertight 
connection between concrete and copper flashing, for 
all concrete surfaces. 


The Revere-Simplex Reglet not only overcomes installa- 
tion difficulties experienced with ordinary “open slot” 
metal reglets, but provides a substantial saving in cost as 
well. This is due to its many exclusive features, all of which 
cut down installation time and insure a superior flashing 
installation. 


| NEW JOBS FOR YOU- 


Waterproofing Spandrel Beams by 


REVERE-SIMPLEX REGLET SYSTEM 


Write today for your copy of the new 6-page folder which 
describes the Revere-Simplex Reglet System for flashing 
spandrel beams. You can line up new jobs—make new 
profits—through the use of this new Revere product that 
enables you to bid competitively against mopped-on water- 
proofing! 

Revere products now available through your Revere 
Distributor include: Sheet and Roll Copper for roofing, 
gutters, flashing, etc.; Lead-Coated Copper; Revere-Key- 
stone Thru-Wall Flashing; Revere-Simplex Reglet and 
Reglet Insert Flashing; Revere-Keystone Vertical Ribbed 
Siding. A Revere Technical Advisor will always be glad to 
consult with you without obligation. 


REVERE 


COPPER AND BRASS INCORPORATED 


Founded by Paul Revere in 1801 
230 Park Avenue, New York 17, New York 


Mills: Baltimore, Md.; Chicago, IIl; Detroit, Mich.; Los Angeles and 
Riverside, Calif.; New Bedford, Mass.; Rome, N. Y. 
Sales Offices in Principal Cities, Distributors Everywhere, 


Copper Makes Common Sense 
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Over either concrete slab or wood subfloors, 
a Bruce Block Floor is unsurpassed for 
beauty, durability, long-time economy... 
and smart, modern design. 

This distinctive floor will last the life of a 
home or building. Thus it's far more eco- 
nomical than floors or floor coverings that 
must be replaced periodically. It's a quiet, 
resilient, warm, comfortable floor. . . easy 


HARDWOOD FLOORS 


Modern beauty in durable hardwood 


to keep clean and beautiful at all times. 

Installation is simple: laid in mastic di- 
rectly over concrete, or nailed over wood 
subfloor or old floor. Where prefinished 
Bruce Blocks are used, there’s no sanding 
or finishing on the job. 

See our new catalog in Sweet’s Architec- 
tural or Builders’ Files. Or write us for litera- 
ture and information on specific jobs. 


Product of E. L. Bruce Co., Memphis, Tenn., World’s largest maker of hardwood floors 
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Makes more durahle concrete 


Bleeding and segregation are minimized in 
Duraplastic air-entrained concrete. This 
fortifies the finished concrete against 

the effects of freezing-thawing weather. 
(Below, Promontory Apts. Architect: Pace 


Better for structural work *Associates. Contractor: Peter Hamlin 


Construction Company —all of Chicago, Ill. 


Cohesive, workable Duraplastic concrete Duraplastic cement used exclusively.) 
mixes have proved their advantages for all 
types of construction work. Duraplastic 
air-entraining portland cement requires less 
mixing water for a given slump. Its increased 
plasticity aids proper placement and results 
in improved surface appearance. 


\ = ы чач» ҖИ 


ИШШШИН YET DURAPLASTIC* COSTS NO MORE 


It sells at the same price as regular cement and 


requires no unusual changes in procedure. Complies 

with ASTM and Federal Specifications. For descrip- 

tive booklet, write Universal Atlas Cement Com- 

pany (United States Steel Corporation Subsidiary), 
OFFICES: Albany, Birmingham, Boston, Chicago, 


Dayton, Kansas City, Minneapolis, New York, 100 Park Avenue, New York 17, М.Ү. 
Philadelphia, Pittsburgh, St. Louis, Waco. 


*'Duraplastic" is the registered trade mark of the air-entraining 
portland cement manufactured by Universal Atlas Cement Company. 


uU DURAPLASTIC 


AIR-ENTRAINING PORTLAND CEMENT 


AR-D-112, 
Makes Better Concrete at No Extra Cost 


“THE THEATRE GUILD ON THE AIR"—Sponsored by U. S. Steel Subsidiaries—Sunday Evenings—N BC Network 
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Heat the house with RICHMOND... 
CAST IRON...WET BASE...GAS FIRED BOILERS! 


RICHMOND 
TYPE WFD BOILER 


for Hot Water Heating 
Systems 


WET BASE... prevents heat from radiating to 
floor; permits installation at radiator level. 


REMOTE PILOT IGNITER ...added safety 
and convenience feature... standard equip- 
ment with diaphragm gas valve controls for 
manufactured gas. Meets Eastern Utility 
requirements. 


EASY CLEANOUT ...top flue cleanout that 


saves disconnecting of piping and controls. 


WHITE JACKET...baked white enamel casing 
of sturdy construction. Beautifully stream- 
lined with smooth, rounded corners. 


Gas Boilers 


Vitreous China 
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RICHMOND 


RICHMOND RADIATOR CO.—AFFILIATE OF REYNOLDS METALS CO. 


Enameled Cast Iron Ware 
Winter Air Conditioners 


RICHMOND 
TYPE K BOILER 


for Steam, Vapor and Hot Water 
E Systems plus Domestic Hot Water 


FIELD-PROVED .. .to give trouble-free per- 
formance with minimum service...Richmond 
Boilers are extra efficient due to their "wet 
base" design . . . economical for maintenance 
and installation. 


Consider together Richmond’s improved de- 
sign, construction and appearance and you 
know there are no better boilers to specify 
or install. AGA approved. 


See your wholesaler or Mail Coupon Today: 


Richmond Radiator Company AR/12 
19 East 47th Street, New York 17,N. Y. 
Please send me additional information and 
literature on the new Richmond Boilers. No 
obligation, of course. 


Ab oo на й 
Gas-Cosironersteel | СсуРАМҮ........................... 
OR~ Steel P ess Sinise лыы Кын 


462-Family Apartment Project in Upper New York City—Commanding a sweeping view of the 
Hudson River, this new apartment project, now nearing completion in the tree-studded Riverdale section of 
New York City, has facilities for 462 families, in apartment units of from 2 to 44% rooms. Known as Netherland 


Gardens, it consists of eleven 6-story brick buildings, each elevator-equipped, plus a 351-car garage. The steel- 


work is of Bethlehem Structural Shapes. Approximately 75 pct of the project's total plottage is 


to be landscaped. Builders: Albert Exelbert and Alfred Kaskel, New York. Architects: Seelig ВЕТНГЕНЕМ 


and Finkelstein, Brooklyn. Steel Fabricator and Erector: Sherry and Gordon, Inc., New York. ud EL 
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TOILET ROOM | 


Sanymetal CENTURY Type Ceiling Hung 
Toilet Compartments offer the utmost in 


sanitation and provide modern, distinctive 
Е NVI R Aa © PI toilet room environments for schools, insti- 


tutions, terminals and other public buildings. 


€ The toilet room environment that stays new is the 
toilet room in which the most suitable type of toilet 
compartment available has been installed. Toilet com- 
partments usually dominate a toilet room, influence the 
toilet room environment and emphasize the utility of 
fixtures and appointments. The bare functional type of 
toilet room is inadequate according to today's standards. 


Sanymetal offers several different types of toilet com- 
partments for creating the most suitable toilet room 
environment for every type of building. Sanymetal also 
offers and recommends Two Full Purpose Metal Base 
Materials which combine colorful attractiveness with 
long years of service life and effect important, day after 
day, savings in cleaning and maintenance cost. These 
Two Full Purpose Metal Base Materials — Sanymetal 
“Tenac” (galvanized, Bonderized* steel), a highly cor- 
rosion-resistant material; and Sanymetal "Porcena" 
(porcelain on steel), the ageless and fadeless, rust proof 
material—represent years of engineering research and 
skillful adaptation by Sanymetal engineers of corrosion- 
resistant steels to the fabrication of new and different 
types of toilet compartments. 


THE SANYMETAL PRODUCTS CO., INC. 
1689 Urbana Road • Cleveland 12, Ohio 


This is Sanymetal 


"PORCENA" 


(Porcelain on Steel) 


A metal base material that is 
impervious to moisture, odors, 
cleaning and uric acids, oils 
and grease. It is rust proof. 
Available in 21 glistening 


colors. j 


This is Sanymetal 


"TENAC" 


(Baked-On Paint Enamel over 
Galvanized, Bonderized*Steel) 


A metal base material that is 
notable for the positive adhe- 
sion of the baked-on paint 
enamel to the metal and its 
resistance to corrosion. Its 
Over 150000 Sanymetal installations have ш гөш, proke е finish 
been made in all types of buildings. Ask Je 4 "E assures long-lasting newness. 
the Sanymetal representative in your vicin- E. Ba: Available in 21 gleaming 


ity for information about planning suit- : a LL ДАЛИ" 
able toilet room environments that will н 


always stay new. Refer to Sanymetal Catalog 


22b in Sweet's Architectural File for 1950. |. =E] a IER 
5 bis MERE aedi 


Sanymetal NORMANDIE 
Type Toilet Compart- 
ments endow a toilet 
room environment with 
dignity and good taste. 


* Trade Mark Reg. U. S. Pat. Off. 


* Treated with ''"Bonderite", a product of Parker Rust Proof Co. 


TOILET COMPARTMENTS, SHOWER Mat 
STALLS AND DRESSING ROOMS 


Sanymetal ACADEMY 
Type Shower Stalls and 
Dressing Room Com- 
partments provide the 
utmost in sanitation 
ler gymnasiums, 
itodium dressing 
rooms, Y.M.C.A.'s, 
clubs, trailer camps 
and tourist motels, etc. 


Sanymetal ACADEMY Type Toilet Compartments are suit- 
able for conservative but modern toilet room environments. 


WHY -FLOORS 
GUT GOST 


yuring 


CONSTRUCTIO 


LS 
DAN. 


A 


lowa State Office Bldg., Des Moines, lowa. Tinsley, Higgins & Lighter 
—architects; Kucharo Construction Co. & Associates—contractor. 


LL THESE SAVINGS, and some of them are in- 
A tangibles, should be subtracted from the cost of 
Q-Floors, before you can quote the true price. 
Q-Floor’s contribution to the savings in time and 
other materials gets greater as the building progresses. 

Even without consideration of their savings, 
Q-Floors cost less than the carpet to cover them. Any 
floor, even the more expensive type, is only a small 
fraction of the total cost, yet many owners forget that 
the floors are what 
the building is for. 
They ought to keep 
in mind that Q- 
Floors, besides sav- 
ing money, also pro- 
tect the building 
forever from elec- 


H. H. ROBERTSON 


Count up the value of these factors: 


materials saved in foundation and frame because of Q- Floor's 
lightweight construction; 


forms, shoring, planking reduced to a minimum on a Q-Floor 
job; 

subcontractors are favored by continuous work because of 
dry construction and the elimination of strict time schedule; 
they enjoy unlimited storage space on each floor near where 
material will be used; 


construction time and financing cost saved because Q-Floor 
fast, dry installation cuts 15 to 20% off building time; 


electrical layout changes during 
construction greatly reduced in 
cost because of the 100% avail- 
ability of Q-Floor raceways; 


extra revenue realized on in- 
vestment by the earlier com- 
pletion date. 


United Benefit Life Insurance Co., Omaha, Neb. Tinsley, Higgins 
& Lighter—architects; Peter Kiewitt Sons, Inc.—contractor. 


trical obsolescence . . . an electrican can install an outlet on 
any six-inch area in a matter of minutes. This is a feature 
which appeals strongly to tenants, too. It spares them the 
enormous bill for electrical alterations! 

With competition opening up for modern rental space, 
can your clients afford to build without Q-Floors? 


CO. 


2404 Farmers Bank Building OK. Offices in 50 Principal Cities 
€ Aa 
" а К 4 -Wi "ҮТ : 
Pittsburgh 22, Pennsylvania Nee ; Qu World. Wide Building Service 
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Future-minded planning will keep 
operating budgets low in the 


NEW FLORSHEIM 
"DREAM HOME" 


Another in the long list of 
America's finest new buildings 
equipped with JENKINS VALVES 


Architects f 
SHAW, METZ, & DOLIO, CHICAGO, ILL, ; ў 


General Contractors 
CAMPBELL-LOWRIE-LAUTERMILCH, INC. 


Plumbing & Heating Contractors 
M. J. CORBOY CO., CHICAGO, ILL. 


pee 


y s 


Win its unbroken horizontal tiers of grey brick curtain walls 
which "seem to float in thin air", acres of glass their only visible means 
of support, the new home of The Florsheim Shoe Company in Chicago 
might be called an industrial "dream home" 


It is certainly one of America's most notable examples of future- 
minded planning. Like the production machines used in cutting, lasting, 
stitching, and finishing Florsheim Shoes, the equipment installed for build- 
ing operation is the most efficient modern engineering has devised. 
Here, Jenkins Valves "fit perfectly". 


In fact, because of their dependability, safety and lasting economy, Jenkins 
Valves have been the choice, consistently, of leading architects, engineers 
and contractors for the towering skyscrapers, huge industrial plants, and 
super airports that are making today's building news. 


Jenkins builds extra endurance into valves — proved by low upkeep 
cost records in every type of service. Yet, despite this extra value, you 
pay no more for Jenkins Valves. For new installations, for all replacements, 
let the Jenkins Diamond be your guide to lasting valve economy. 


Jenkins Bros., 100 Park Ave., New York 17; Jenkins Bros., Ltd., Montreal 


Among the 1022 Jenkins Valves 
installed in The Florsheim Shoe Com- 
pany's combined factory-and-office 
building are these gate valves in the 


steam distribution lines of the heat- i : | 
ing system. Other Jenkins bronze, : 
iron, and steel valves control water, i і Sold tbrougb 


air-conditioning, and such vital lines. LOOK FOR THE SIAMONS MARK 


leading Distributors 


"n A LVE S " D | everywhere. 
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] Attractive and practical as well is this Nairn 
* installation in the Aetna Insurance Company, 


...the 4-square features of 


Clients quickly see your wisdom in specifying Nairn 
Linoleum—it talks clients’ own language so convincingly! 
Long Life—Nairn installations of 30 years ago are still 
going strong—under heaviest service! 
Enduring Beauty—a wide range of colors and patterns 
gives unlimited scope for decorative schemes—and they ll 
stay fresh and attractive! 


For your specifications: Nairn Linoleum — 
Nairn Wall Linoleum — Nairn Asphalt Tile. 
Congoleum-Nairn Inc., Kearny, New Jersey 


Easy Maintenance—its smooth, crevice-free, sanitary 
surface keeps clean with minimum labor. Nairn Linoleum 
never requires costly refinishing. 

True Resilience—so foot-easy and quiet, no other material 
assures such dollar value in long, trouble-free service. 
Moderate in first cost, satisfied users specify it again and 
again for use under every type of traffic. 


— —* NAIRN LINOLEUM 


Trademark ® (& 1950, Congoleum-Nairn Inc. 
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to stand on... 


2 This lobby and reception room of Radio Station WTIC, 
* Travelers Insurance Company, Hartford, Conn., is sensibly 
floored with Nairn Linoleum for quiet. foot-easy walking. 


The cleanliness of crevice-free Nairn Linoleum makes for 
Hartford, Conn. Extremely durable, Nairn * easy maintenance in this room and increases sanitation at 
gives trouble-free service for years and years. the Mercer General Hospital, Trenton, N. J. 


Nairn Linoleum! 


SATISFACTION 
GUARANTEED 


OR 
YOUR MONEY BACK 


1. Long Life 
2. Enduring Beauty 


3. Easy Maintenance 


4. True Resilience 


A typical Nairn installation in the Lincoln School. Lincoln, 


For FLOORS * Mass., provides long, quiet, trouble-free service . . . proper 
light reflectance . . . easy maintenance with its crevice-free 
and WALLS surface. 
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ONE HUNDRED PARK AVENUE—49,000 feet of 
G-E Fiberduct for electrical flexibility. 


Architects: Kahn and Jacobs * Engineers: Jaros, 
Baum and Bolles * Electrical Engineers: Smith 
and Silverman * General Contractors: George 
A. Fuller Co. * Electrical Contractors: Fischbach 
and Moore, Inc. 


UNITED NATIONS SECRETARIAT—225,000 feet 
of Fiberduct used in a triple-duct system. 


Architects: Harrison and Abramovitz * Engineers: 
Syska and Hennessy, Inc. * General Contractors: 
Fuller-Turner-Walsh-Slattery, Inc. . Electrical 
Contractors: Fischbach and Moore, Inc. ` 


IN NEW YORK 


A total of 480,000 feet of General Electric Fiberduct underfloor raceways 
was installed in these five ultra-modern, New York office buildings. In 
each, G-E Fiberduct provides building management with the electrical 
flexibility needed to cope with today's constant changes in building layout. 
With G-E Fiberduct, unforeseen demands on over-all raceway capacity 
and the varied requirements of new electrical equipment are easily and 


quickly met. 


General Electric Fiberduct raceways make it a simple matter to install 
additional outlets at all times. It is only necessary to make a small opening 
in the floor over the raceway, to pull the wires through, and to install 
the outlet. New distribution is provided by merely pulling additional 
wires through the raceway. There's no interruption of building facilities 


. . no annoyance to building tenants! 


Complete specifications and installation data are available from your 
General Electric Construction Materials distributor. For a free copy of 
the G-E Fiberduct Data Manual, write to Section C4-125, Construction 
Materials Department, General Electric Company, Bridgeport 2, Conn. 


GENERAL @@ ELECTRIC 
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METROPOLITAN LIFE INSURANCE CO.—72,000 
feet of G-E Fiberduct underfloor raceways. 
Architect: A. О. Angilly œ 


Strong, and Jones * General Contractors: Starretf 


Engineers: Meyer, 


Bros. and Eken, Inc. • Electrical Contractors: 


Lord Electric Co., Inc. 


RA 
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Iis VIERTE x T 
CROWELL-COLLIER BUILDING — а 35,000-foot 


over-all Fiberduct raceway pattern. 


Architects: Leonard Schultze and Associates: Walker 
and Poor * Consulting Engineers: Edward E. 
Ashley, Inc. * General Contractors: Starrett Bros. 
and Eken, Inc. * Electrical Contractors: L. K. 
Comstock and Co., Inc. 


THE MUTUAL LIFE BUILDING—a 99,000-foot 
G-E Fiberduct installation. 

Architects: Shreve, Lamb, and Harmon Associates 
Engineers: Jaros, Baum and Bolles * Electrical 
Engineers: Clark, MacMullen, and Reiley * Gen- 
eral Contractors: Turner Construction Co. * Elec- 
trical Contractors: Lord Electric Co., Inc. 
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HAS THIS BLADE 


The superior electric exhaust ventilator which provides spot ventilation at the point of air pollution 


=. «іл the KITCHEN, BATH, САМЕ ROOM and LAUNDRY Г 


(with apologies to 
Will Shakespeare ) 


k 
E 


REALLY MOVES AIR 


The Blo-Fan blade is de- 
signed so that the fan ele- 
ment literally scoops up the 
air, keeping the blower ele- 
ment supercharged at all 
times. This patented design 
combines the volume of a 
breeze fan and the power of 
a blower to expel more air 
quickly, quietly and with 
greater efficiency. 


IS EASY TO REGULATE 


This NINE-speed switch is 
an exclusive feature on Blo- 
Fan Model 210... At low to 
medium speeds, Blo-Fan 
will easily handle the nor- 
mal volume of steam and 
fumes, but in emergencies 
(like burning the toast) a 
higher speed will clear the 
room immediately. 
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IS EASY TO CLEAN 


NO TOOLS ARE EVER REQUIRED. 
Both grille and motor as- 
sembly are removed easily 
in less than a minute for 
cleaning and washing. Just 
unscrew the center cap. 


PAYS FOR ITSELF 


Savings on soap, detergents 
and cleaning compounds 
wil pay for Blo-Fan in a 
short time—not to mention 
the savings on redecorating 
costs, elimination of back- 
breaking work, housemaid's 
knee and calloused hands! 


*Trade Mark Reg. 


The entire unit fits flush with 
the finished ceiling or wall. 


The motor is rubber mounted 
1o insure quiet operation. 


Only the attractive, chrome- 
finished grille is visible. 


PRYNE & С0., INC., BOX R-12, POMONA, CALIFORNIA 


Eastern Factory: Newark, New Jersey. Warehouses: Los Angeles, San Francisco, Chicago, Atlanta. 
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Georgia Baptist Hospital 
Atlanta, Georgia 
Architects: Stevens & Wilkinson, Inc. 
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1 Cincinnati Chemical Company 
Cincinnati, Ohio 
esigners: The Austin Company 
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casement ee 


projected 


100 Park Avenue Building 
New York City, N. Y. 
Architects: Kahn and Jacobs 


It's easy to pick the best material for windows—aluminum. 
Today almost everyone knows about the many advantages 
this wonder metal puts in a window. 


But how to pick the best kind of aluminum windows? 
With dozens of makes to choose from, how to be sure 
that the quality of the windows you choose will measure 
up to your specifications? 


That’s easy, too. 


You simply specify ‘‘Quality-Approved”’ aluminum 
windows. 
That way you'll always be sure of getting the “most 


window" —the one that gives you all the advantages of 
aluminum windows at their finest. 


74 TRINITY PLACE, 


MEMBERS: 


Alcasco Products Co., Muskegon, Michigan * 
All-Lite Metal Window Co., Bristol, Pa. E 
Michael Flynn Mfg. Co., Philadelphia, Pa. ж 


Metal Arts Mfg. Co., Inc., Atlanta, Ga. ж 
Sterling Windows, Inc., New York, N. Y. ж 
Universal Window Co., Berkeley, Cal. E 


А. B. C. Steel Equipment Co., Inc., Tampa, Florida Li 
Aluminum Home Products Co., Knoxville, Tenn. * 

The Wm. Bayley Co., Springfield, Ohio * 
General Bronze Corp., (and its subsidiary The Aluminum Window Corp.), Garden City, N. Y. 
Reynolds Metals Co. (Parts Division), Louisville, Ky. ж 
Timm Industries, Inc., Los Angeles, Calif. ж 
Ware Laboratories, Inc., Miami, Fla. = 


You'll know the windows have been thoroughly tested 
and approved by an independent laboratory —for quality 
of materials, strength of sections, minimum air infiltra- 
tion, and sound construction. Only those manufacturers 
whose windows pass these tests may use this “Quality- 
Approved” Seal. 


That’s why it's good business, for you and your clients, to 
choose only “Quality-Approved” aluminum windows— 
double-hung, casement or projected—for any type of 
building. 


See complete specifications for ““Quality-Approved” alumi- 
num windows in Sweet’s (Section 17a/Alu), or for other 
information consult any Association member, or write 
directly to the address below, Dept. Desk AR-12. 


NEW YORK 6, N. Y. 


The Adams & Westlake Co., Elkhart, Indiana 
Alsco, Inc., Akron, Ohio 
Cupples Products Corp., St. Louis, Mo. 


J. S. Thorn Co., Philadelphia, Pa. 
Union Aluminum Co., Inc., Sheffield, Ala. 
Windalume Corporation, West New York, N. J. 


LATEST GREAT PLANT FOR 


CONTINENTAL CAN 


“THE ROOF | 


. Engineers and Genl. Contractors: Wigton-Abbott Corp., Plainfield, N. J. 


nd mem 


Roofing Cont.: Limbach Co., Pittsburgh, Pa. 


One of the recent important additions to Pittsburgh's industrial 
plants is the Continental Can Company's large new structure near 
the County Airport. Its extensive flat roof is built of Barrett* 
coal-tar pitch and coal-tar saturated felt. Barrett Roofs are the 
longest-lasting, best-value roofs that can be had. They usually 


out-last their 20-year bond by many years, and carry Fire 


Underwriters’ Class “А” Rating, too. 


SEE BARRETT’S CATALOG IN “SWEET’S” 


/ Barrett roofs are applied by 

Barrett Approved Roofers 
according to rigid Barrett re- 
quirements and specifications, 
developed through years of 
successful roofing experience. 


2 They are built up of alter- 

nate layers of finest grade 
coal-tar pitch and felt. Pitch, the 
life-blood of the roof, is imper- 
vious to water and unexcelled 
as a waterproofing agent. 


* 


THE BARRETT DIVISION 


ALLIED CHEMICAL & DYE CORPORATION 
40 Rector Street, New York 6, N. Y. 


36th St. & Gray's Ferry Ave., Philadelphia 46, Ра. 
205 W. Wacker Drive, Chicago 6, 111. 
1327 Erie Street, Birmingham 8, Alabama 


In Canada: The Barrett Company, Lid., 5551 St. Hubert St., Montreal, Р. Q. 


S Top-quality felt of Barrett’s 
own manufacture holds the 
pitch in place and permits the 
use of greater quantities of this 
waterproofing than would 
otherwise be possible. 


4 Final steps are a triple-thick 

coating of pitch — poured, 
not mopped — plus an armored 
surface of gravel or slag. Result 
is a roof that takes Fire Un- 
derwriters' Class "A" Rating. 
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Tom 
AJ ATENDERSON 


TOM HENDERSON 
FAMOUS COLLIER'S CARTOONIST 


"Why, Mr. Ellis... don't you know that 


EVERYTHING HINGES ON HACER!" 


BRASS BEAUTY and STEEL STRENGTH! 


Hager combines the glistening elegance of luxurious solid 
brass with the timeless strength of steel (at the critical point 
of knuckle joint wear) to reinforce permanent beauty with 
long life performance! 


Door weight swings on case-hardened, cadmium plated 
steel bushings, extending the full length of each knuckle. 
These hardened steel bushings — steel-against-steel — actually 
support door weight . . . leave brass knuckles free from 
erosive joint wear and friction. Beveled leaves insure close- 
fitting joints. Trim, square outer edges are firmly milled 
sharp and clean. Steel Pin with Brass Tip. 


Specify Hager Solid Brass Steel-Bushed Butts for average 


HAGER 1193 FBT frequency residence doors calling for finest service and en- 


BRASS BUTTON TIP BUTT, STEEL BUSHED during beauty. 
Solid Brass Rust-Resisting Beauty 


Hardened Steel-Bushed Knuckle Strength Ex © — 


C. Hager & Sons Hinge Mfg. Co. • St. Louis, Mo. HAGER 
Founded 1849 —Every Hager Hinge Swings on 100 Years of Experience 
E 
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“Plywood Offered 
Best Solution 


to Form Problems,” 


Says Seattle Architect Paul Thiry 


ConcreTE surfaces for this Seattle, Washington, 
church had to be smoothly curved to carry out 
the simple dignity of the design. Architect Paul 
Thiry specified Douglas fir plywood forms. 


"The panel material,” he says, "offered a 
simple and most economical solution to the 
twin problems of smooth concrete and curved 
structure. Plywood is easy to use. It produces 
smoother surfaces with a minimum of finishing 
and is readily bent to the desired radius.” 


On small jobs and large, Douglas fir plywood 
has proved its ability to do the unusual and the 
difficult in form work, Employ its advantages to 
the fullest! 
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Church of Christ The King, Seattle—a striking 
departure from traditional treatment. Curved 
walls were formed with 4’x8’ $6" plywood, 
nailed horizontally to 2"x12" wales, band- 
sawed to desired radius. Wales were placed 
together, 24" to 30” o.c. In no place were 
they sawn to less than 3 inches. Double wales 
were backed with 2x4" studs, 12" o.c. The 
Austin Company, Seattle, were the builders. 


Douglas Fr 


AMERICA’S 


ARCHITECTURAL RECORD 


Smooth, Curved Surfaces : 


Easily Achieved with Plywood | For Smooth, Ғіп-Егее 


Douglas fir plywood forms were easily bent to 
produce the smooth curve of the outer walls. 
Canopy over the main entrance and the bell 
tower were also formed against 2$" plywood. 
Concrete bands above and below the cleres- 
tory windows were formed with М” plywood, 
backed by bandsawed 2"x12" wales and 2"x4" 
studs. 


The half-circle shape of the structure affords a 
fan-shaped seating arrangement which brings 
the entire congregation close to the altar. 
Reinforced concrete construction eliminates 
the need for supporting columns which block 
vision. 


Large, Light, Strong 
Real Wood Panels 


"Concrete Forms of Douglas Fir Plywood" 
and "Handling PlyForm." 


BUSIEST BUILDING MATERIAL 
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Name... e eeeeeee one ———— | 
For additional data on Douglas fir plywood 
for concrete form work, see Sweet's File, Aldrest.. eese ovre orien nee ejos aee nite ! 
Architectural, or write (USA only) Douglas Fir | 
Plywood Association, Tacoma 2, Washington; | 
Of particular interest are two booklets: ! City... eee Zone State... еее 


Concrete Surfaces... 


PLYÍORM. 


Concrete Form Panels 


© 


GENUINE 
DOUGLAS FIR PLYWOOD 


PLYÍORM 


CONCRETE FORM PANEL 


INTIRIOR-TYPE GRADE B-B 


D.F.P.A. 
INSPECTED 


Smooth, fin-free surfaces . . . ease of handling 
. + « strength, rigidity, tightness . . . superior 
nail holding qualities . . ..cost-cutting re-use 
factors—these are primary advantages of 
PlyForm. Highly moisture-resistant glues used 
in PlyForm panels permit multiple re-use (as 
many as 10 to 15 are not unusual) For 
the greatest possible panel re-use, however, 
` specify Exterior-type Concrete Form grade of 
Douglas fir plywood—bonded with completely 
waterproof phenolic resin adhesive. For spe- 
cial architectural concrete, requiring the finest 
possible finish, the architect or contractor may 
specify Exterior-type or Interior-type Douglas fir 
plywood in grades having "A" face veneer— 
or one of the new plastic-surfaced panels. 


Yours for $1 


New Keely PlyForm calculator gives construction 
data for plywood forms, based on hourly rate of 
pour. Complete with leaflet, "Design Assumptions 
for New Keely Calculator." Send coupon now! 


DOUGLAS FIR PLYWOOD ASSOCIATION 
TACOMA 2, WASHINGTON (Good in USA only) | 


Please send me ........ Keely Calculators. | enclose $1.00 
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THE PREFERRED SCHOOL PLUMBING 


T 
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at Wapakoneta Elementary School, Wapakoneta, Ohio 


" ; н : Е : 
STRONG, STRONG & STRONG, Lima, Ohio Pictured in boys washroom: Crane Sanitor Urinals, 
ARCHITECT Crane Oxford Lavatory. Sanitor Duraclay Urinal has 

slope front design for maximum sanitation, lower 
E. W. FILE, Lima, Ohio maintenance. Available with seam covers for one- 


PLUMBING AND HEATING CONTRACTOR piece appearance, easy cleaning. 


Oxford vitreous china Lavatory 
features high shelf Баск... rectan- 
gular basin with splash lip...sup- 
ply fitting has finger-tip Déal-ese 
control. From the complete Crane 
. line of quality school plumbing. 


For everything in school plumbing, consult your Crane Branch or Crane Wholesaler 


CRANE CO., GENERAL OFFICES: 
836 S. MICHIGAN AVE., CHICAGO 5 
PLUMBING AND HEATING « 
VALVES + FITTINGS » PIPE 
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В г d Dan ali plastic upholstery Covering 


E All plastics are not the same! 

| Only MASLAND makes DURAN. | 

| | 
This tag is your protection, | 
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American-Standard 


First in heating ... first in plumbing 


WINTERWAY: This brand-new, efficient, 
basement type winter air conditioner is 
made in two sizes—100,000 and 120,000 
Btu capacity at register—to meet the oil 
heating requirements of small and medium 
size homes. The Winterway has a sturdy 
steel heating element with wrap-around 
type radiator that completely encircles the 
shell. Flue can be located on either side. 


ARCOLINER: The famous Arcoliner Wet 
Base Boiler (for steam and hot water sys- 
tems) is now also available in this new 
model for hot water only. This limitation 
has made possible important cost savings 
while still retaining full American-Standard 
quality. This economical boiler offers all 
the advantages of completely automatic 
heat plus the convenience of year 'round 
hot water. Jacket extension optional. 
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New products 
to choose from when 
youre selecting quality 
heating equipment 


and plumbing fixtures 


NAVAHO: This new gas floor fur- 
nace is only 2714” deep, takes up 
very little floor space. It can be 
installed easily in small buildings 
with or without a basement, and 
requires no excavation. Factory- 
assembled, it is available in three 
sizes with Btu input per hour of 
25,000 to 50,000 and can be sup- 
plied with flat floor grille or dual 
wall register. It burns manu- 
factured, natural, mixed, butane, 
propane or butane-air gas. = 


ra 


STANFLAME: Wide modernization 
activity and the rapid increase in 
gas heating facilities give special 
interest to this new conversion 
burner. Of a vertical, upshot 
type, the Stanflame operates eff- 
ciently with boiler, furnace, or 
winter air conditioner . . . burns 
manufactured, natural, mixed, 
liquefied petroleum, or LP-air 
gas. Available in two sizes, with 
easily adjustable input feature. 
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SINK CABINETS: These handsome-looking, smooth-front, steel cabinets, de- TRIWELL SINK: À double-compartment sink with hand- 


signed for the famous Hostess Sinks, provide lots of storage room and are some new fitting, the Triwell Sink is both good-looking 
fitted with just about every modern convenience. They harmonize with and practical. It has a covered third well between the 
base and wall cabinets of any design. regular compartments containing a hidden, removable 


garbage basket of non-tarnishing chromium-plated 
brass. Easy to clean, easy to keep clean. 


Т NINE products shown here are representative 
of the many new additions during 1950 to the American- 
Standard line of heating and plumbing products—the most 
complete in the industry. These new additions give you 
still wider flexibility in designing and styling . . . afford 
even greater choice of units to fit today's varied needs. Their 
engineering and construction advantages assure long, effi- 
cient service. 

With the new American-Standard Catalogue it is amaz- 
ingly simple to choose quickly and accurately just the right 
plumbing fixtures and fittings for every job. Your Heating 
and Plumbing Contractor will be glad to give you full 
information on the complete American-Standard line. 
American Radiator & Standard Sanitary Corporation, P. O. 
Box 1226, Pittsburgh 30, Pennsylvania. 


DRESSLYN: The new Dresslyn is 
both a lovely lavatory and a dis- 
tinctive dressing table combined in 
a single unit. Available in two 
styles, two sizes, and in 31 color 
combinations, it features a deep- 
bowl lavatory of genuine vitreous 
china . . . has plenty of storage 
space and ample counter top area. 


LOOK FOR THIS MARK OF MERIT 


SANISTAND FIXTURE: The Sanis- 
stand Fixture offers women the 
same convenienceand sanitation the 
standing urinal does for men... 
makes washrooms cleaner, neater 
... reduces rest room maintenance. 
Enthusiastic approval by thousands 
of women in extensive test installa- 
tions has led to hundreds of perma- 
nent installations. 


NEW MULTIFIN CONVECTORS: The New Multifin 
line of convectors, designed for installation in all 
hot water or steam systems, includes sizes ranging 
from a small 18-inch high, 4-inch deep unit to a 
large 38-inch high, 10-inch deep unit. There are 
63 stock model sizes for either free standing or 
recessed installations, plus special service models 
to meet special building requirements. 


Sewing 
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The rich, rain forests of Oregon yield the large and 
th e B est of th е sound Douglas fir that comes to APMI mills for plywood 
Ca ccu manufacture. From the woods, "peelers" are 


transported to the mills by rail or truck. 


Only selected logs are chosen for plywood production. 
Only skilled craftsmen operate the specialized 
machinery that creates APMT's exterior and interior type 
panels. And only when these panels pass dual 
inspection (that of che company and of the Douglas Fir 
Plywood Association) does APMI plywood go to 
market. There is a type, size and grade of APMI 
plywood for every building need. Each panel 

is identified by a grademark and by the company 


trademark —your double guarantee of quality. 


EE IH чан 


eee become 


ыссы ma me 95064184 Plywood 


General Offices: Eugene, Oregon 


APMI MILLS: Eugene and Willamina, Oregon. 
APMI SALES WAREHOUSES: Eugene and Willamina, Oregon; San Francisco; Dallas; St. Louis. 
APMI SALES OFFICES: 519 Johnston Building, Charlotte, North Carolina; 31 State Street, Boston, Massachusetts. 
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ES fvAwsTOM, ! 
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Rusr can be stopped 


. .. Stopped easily, surely, economically! 


RUST-OLEUM is the answer. For 25 years it has proved its capacity 
to stop and prevent rust.at sea, in fume-choked industrial areas, on 
railroad rolling stock, bridges and signaling equipment. 


RUST-OLEUM .... an exclusive formula... protects metal with a tough, 
long-lasting pliable film that dries to a hard, firm finish that defies rain, 
snow, salt air, fumes and weathering. It adds years of extra use to metal 
roofs, tanks, sash, fences, stacks, gutters, downspouts, machinery and 


other metal surfaces. 


RUST-OLEUM decorates as well as protects. It is available in all colors, 
aluminum and white. It can be applied to metal where rust has already 
started. You don't have to remove all the rust. 


RUST-OLEUM is stocked and sold by Industrial Distributors in most 
principal cities. See our complete catalog in Sweets, or write for full 
information. 


RUST-OLEUM CORPORATION 


2511 Oakton Street, Evanston, Illinois 
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Hillcrest Country Club 
Welton Becket, AJA. 
Wurdemon ond Becket 
Architect 


| HAYES 


| Gas Furnaces | 


Hayes Stainless Steel Furnace for schools, small professional buildings 
and quality homes. For complete information and specifications, write 
your nearest dealer or: HAYES FURNACE MANUFACTURING & SUPPLY 
CO., 2929 SOUTH FAIRFAX AVENUE, LOS ANGELES 16, CALIFORNIA. 


BOYD ENGINEERING CO., Albuquerque, New Mexico; RUMBOLD & 
CO., Atlanta, Georgia; RODGERS-BARBECK CO., INC., Dallas, Texas; 
HARRY HERMAN, Denver, Colorado; BOYD ENGINEERING CO., El Paso, 
Texas, LUEDECKE ENGINEERING CO., Houston, Austin, San Antonio, 
Texas; SMITH STEAM SPECIALTY CO., Kansas City, Missouri; J. C. 
LEWIS, Little Rock, Arkansas; J. M. O'CONNOR CO., Oklahoma City, 
Oklahoma; J. M. O'CONNOR CO., Wichita, Kansas; J. M. O'CONNOR 
CO., Tulsa, Oklahoma; E. B. BOMAR, Phoenix, Arizona; TAY HOL- 
BROOK, INC., San Francisco, Oakland, Berkeley, Sacramento, Fresno, 
San Jose, Stockton, Santa Rosa, California; STANDARD BRASS & 
MANUFACTURING CO., Shreveport & New Orleans, Louisiana; MIDGELY- 
MUBER, Salt Lake City, Utah; EUGENE BOLSTAD, Edmonton, Alberta, 
Canada; REUBE O. EMERY, Nashville, Tennessee. 


Architect solves 
Floor Problem 


f 


He Knows where to find 


the Man with the Answers! 
The next time you need quick, accurate 


information on floor treatments, call your 
Hillyard “Maintaineer.” You'll get honest 
answers and real belp, by relying on his 
years of experience in the floor treatment 


business. 


The men who make up Hillyard's na- 
tion-wide "Maintaineer" staff are author- 
ities in their field . . . specialists who 
understand the technical side of treating 
floors. You can depend on their advice 
and help. We know, because hundreds of 
architects have done just that since 1907— 


without a single disappointment. 


Call Your 
‘MAINTAINEER’ 


on your next floor treatment problem. 

Find out first hand how he can 
save you time, and help you do a 
better job for your clients—without any Kf 


charge or obligation. 


St. Joseph, 
Missouri 


Branches in Principal 
Cities 


HILLYARD. 
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remodeling | 
with "Modernfold" doors 


for greater beauty and efficiency 


No matter what type of building you're re- 
modeling—commercial, institutional or residential remember 
"Modernfold" doors! Accordion-like in action, they'll help your 
old building keep pace with today's construction—in efficiency 
and appearance. 


they're efficiency plus! 


Think how "Modernfold" doors can help your clients put old 
buildings on a paying basis. Use these folding doors as movable 
walls to divide rooms . . . assure privacy . . . cut maintenance 
costs... make one room serve for many. Or use "Modernfold" 
doors in small normal openings to save valuable space which 
ordinary swinging doors waste. 


unrivaled for beauty! 


The pictures indicate how beautiful "Modernfold" doors are 
with their graceful folds. 'There's a variety of appealing colors 
...to match any color scheme. The covering is of fire-resistant 
vinyl... easily washed . . . will not crack, peel or fade. Under 
this sturdy covering is a rigid steel frame to assure smooth, 
trouble-free performance year after year. 

In price, "Modernfold" doors are surprisingly reasonable. 
Get the whole story from our installing distributor. Look him 
up under “doors” in your classified directory .. . or mail coupon. 


Sold and Serviced Nationally 
NEW CASTLE PRODUCTS 


New Castle, Indiana 


the doors that fold 
like an accordion 


À (9 
In Canada: 
Modernfold Door Company of Canada, modernfold 


роон S 
Limited, Montreal 


COPYRIGHTED NEW CASTLE PRODUCTS 1950 by NEW CASTLE 
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Commercial buildings remodeled with 
“Modernfold” doors appeal to tenants— 
and their customers. 


Here’s one way to make old school build- 
ings catch up with modern teaching 
methods—with * Moderufold" doors. 


Apartments remodeled with " Modern- 
fold” doors are ready to meet the com- 
petition of new buildings. 


New Castle Products 
P. O. Box 805 
New Castle, Indiana 


Gentlemen: 


Send information on "Moderníold" doors. 
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PAULDING 


| porcelain 
STANDARD SINCE 1911 


nothing protects 

against sudden 

shower scalds 
like Eas NU 


| Porcelain Receptacle with 
Shadeholder Ring. For  Uni- 
versal Mounting on either 
314" or 4" Box. Base 41/2”. 
PAULDING No. 1629A1 
New COMBINATION 
PULL CHAIN 
Porcelain Receptacle with 


Shadeholder Ring. For Uni- 
| versal Mounting on either 
3144” or 4" Box. Base 4%”. 


| PAULDING No. 1624C 
New COMBINATION 
PULL CHAIN 


Porcelain Receptacle with 
Shadeholder Ring and CON- 
VENIENCE OUTLET. For Uni- 
versal Mounting on either 


314" or 4” Box. Base 45/5" 


| Paulding No. 1625 Is rated @ 
| 660W. 250V. No. 1629A1 
and 1624C are rated @ 
250W. 250V. The Conven- 
ience Outlet on No. 1624C 
rates (0 15 AMPS-125 Volts 


GIVE THEM THIS EXTRA SHOWER SAFETY i | er 10 AMPS @ 250 Volts. 


. . . AT NO EXTRA COST! р! Е а al on. 
struction throughout. Listed as 
standard by Underwriters 
Laboratories. 
SHOWER PAULDING ELECTRICAL PORCELAIN 
SAFETY Made in Paulding's own pottery, is the finest money can buy 


. regardless of price. The quality of the interior parts and 
| working mechanisms of all Paulding Products is unsurpassed 
Oversize bases provided with removable knock-outs for mount- 
ing on 31⁄4” boxes. Removable interiors for easy wiring. Brass 

terminal screws will not fall out when backed. Paulding prod- 
LIFETIME ucts sold only through recognized channels. 


QUALITY 
KEYLESS 
" 31/4" box. Base 3-11/16". 
| No. 1623  —-for 4" box. Base 41/4”. 
No. 1625  —for 3145" or 4" box. Base 41/2” 
314,” box. Base 414”. 
FREE FROM PULL CHAIN 
MAINTENANCE . 1619A1—for 4” box, Base 41/4”. 
No. 1621A1—for 31/4” box. Base 35/3". 
No. 1627A1—for 31/44” box. Base 41/44”, 
No. 1629A1—for 31/44” or 4" box. Base 434". 
COSTS PULL CHAIN WITH OUTLET 
. 1620 —for 31/4” box. 
NO MORE No. 1624 —for a box. 


. 1624C —for 31/4” or 4" box. Base 43/5". 


OVERSIZE BASES 


. 1624 OS—tor 4" box. Base 51⁄4”. 
with Convenience Outlet. 
No. 1619A1 OS—for 4” box. Base 51⁄4”. Pullchain. 
No. 1623 OS—for 4" box. Base 51⁄4”. Keyless. 
All Receptacles Approved by Underwriters Laboratorles 
Note: Insulating link furnished on request. 


ONLY PAULDING MAKES SUCH A COMPLETE LINE 
OF PORCELAIN RECEPTACLES. 


Pullchain 


SEE THE WHOLE PAULDING LINE 
. . Send for your copy of our catalog today 


UNSURPASSED QUALITY — AT A COMPETITIVE PRICE 


JOHN 1. PAULDING, INC. 


New Bedford, Massachusetts 


ENGINEERING COMPANY 
791 TREMONT STREET, BOSTON, MASS. 


SATISFACTION 
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Plug in 
... томе machines anywhere, any time 


ELECTRICIAN tapping live power, 
without slowing down production, 
by simply inserting a protective 
plug in BullDog “Plug-In” BUStri- 
bution DUCT. 


Put extra profits in your production line 
with flexible BullDog BUStribution DUCT 


PIONEERS IN 
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ERE’S THE electrical distribution sys- 
tem that’s right in step with your 
modern, expanding production facilities. 


With BullDog “Plug-In” BUStribution 
DUCT, you can tap live power where you 
want it, when you want it. To move a 
machine, simply remove from the duct the 
plug that is feeding it electrical power. 
Move plug and machine to new location, 
and insert the plug in a convenient duct 
outlet. 


It’s as simple as that! Costly rewiring and 
expensive shutdowns of other machines 


are eliminated once and for all! 


Your savings are threefold with flexible 
BullDog “Plug-In” BUStribution DUCT. 
Initial cost is low . . . practically no 
maintenance is required . . . safety and 
flexibility are at a maximum. Like all 
BullDog BUStribution systems, “Plug-In” 
DUCT is completely salvable . . . right 
down to the last nut and bolt. 


Call your local BullDog Field Engineer 
soon for full information. He will be glad 
to show you an installation near your 
own plant. 


BULLDOG ELECTRIC PRODUCTS COMPANY 
DETROIT 32, MICHIGAN * FIELD OFFICES IN ALL PRINCIPAL CITIES 
IN CANADA: BULLDOG ELECTRIC PRODUCTS OF CANADA, LTD., TORONTO 


FLEXIBLE 


ELECTRICAL 


DISTRIBUTION 


SYSTEMS 
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One of a series of papers prepared by leading authorities on air condi- 
tioning. The opinions and methods presented are those of the author and 
are not necessarily endorsed by the Du Pont Company. Reprints of this, 
and other articles in the series, may be had free of charge upon request. 


AIR CONDITIONING THE 


CHAIN 


DEPARTMENT STORE 


by Robert A. Schauer, M. E., Construction Department, J. C. Penney Company, Inc. 


ROBERT A. SCHAUER, 
associated with the Con- 
struction Department of 
the J.C. Penney Co., Inc., 
is a registered profes- 
sional engineer and a 
member of The American 


Society of Heating and 

Ventilating Engineers. 

He has been engaged in 

н the field of air condition- 

ing engineering for the past 15 years and has spe- 

cialized in department-store air conditioning 
throughout the United States. 


IHE windowless structure that houses today's department 

store makes air conditioning as much a part of the building 
as the heating and lighting systems. High lighting and occupan- 
cy loads require air conditioning both during summer months 
and in spring and fall seasons, as well, in the northern states, 
and the year around in southern states. 


DESIGN DATA 


It has been common practice to design air conditioning for 
department stores to maintain inside conditions of 80°F.D.B. 
and 50% R.H. In areas where the design outdoor wet bulb is 
below 70°F., however, 40 to 45% R.H. proves more comfort- 
able. Where systems are designed to maintain 80? F.D.B. they 
are frequently operated at 75?F.D.B. and, unless the system 
has excessive capacity, when outdoor temperatures approach 
the design condition, the inside temperature will gradually rise 
above 75°F., maintaining the 80°F.D.B. and 50% R.H. con- 
dition under maximum load. 


HEAT GAIN 


The heat gain of a department or variety store is fairly con- 
stant. Lights, people and outdoor air account for 80 to 90% of it 
because of the adequate roof insulation and absenceof windows. 

The average modern store structure will have a lighting load 
of between 4 or 5 watts per sq. ft. of floor area; an occupancy 
load of 1 person for each 40 sq. ft. in basement, first-floor and 
balcony areas; 1 person for each 50 sq. ft. of second-floor areas 
and 60 sq. ft. above the second floor. Minimum air quantities 
for ventilation have been established at 10 C.F.M. of outdoor 
air per person or one air change per hour, whichever is the 
greater quantity. 
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Engineering records show that, due to the difference in 
amount of heat in ventilation air, average department stores 
require approximately 1 ton capacity for each 275 sq. ft. gross 
floor areain the 76 to 80° F.W.B. location and the same capacity 
for each 300 sq. ft. in 72 to 76? F.W.B. areas, and for each 325 
sq. ft. in 68 to 72? F.W.B. zones. 


Each floor of the store should be considered a separate zone 
with individual cooling and heating systems, although it is 
often desirable and economical to install two or more zones 
where floor areas are unusually large. Balcony areas should 
always be a separate zone. Zoning provides constant tempera- 
tures and also reduces operating expenses by preventing excess 
cooling or heating caused by diversion of occupancy loads in 
the separate zones. 


Photo— Courtesy Westinghouse Electric Corp. 


AIR QUANTITIES 


Since total air circulated is determined by the internal sensible 
heat gain, required air quantities vary considerably with the 
ceiling heights and location of various floors. Variance will be 
from approximately 4 to 41% air changes per hour for basements 
to 7 to 8 air changes for top floors having high roof loads. It is 
recommended that not less than 5 air changes per hour be pro- 
vided for any area, although at least one state requires a mini- 
mum of 6 air changes per hour. 


EQUIPMENT SELECTION 


Equipment selection is an important part in the design of any 
air conditioning system, and the requirements of a chain 
department store do not vary greatly from those of systems in 
other occupancies. 
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Coil velocities should be between 500 and 600 FPM and 
the evaporator temperatures selected at 46 to 48? F. for most 
efficient compressor operation. Fan outlet velocities should 
not exceed 1600 FPM for backward inclined fans; 1800 FPM 
for forward curved fans. Motors should not operate at over- 
loaded conditions, and for maximum life, fan drives should be 
sized 125 to 150% of fan-brake horsepower. 

Reciprocating compressors generally limited to systems 
under 200-ton capacity should be equipped with capacity re- 
duction devices to operate efficiently at reduced loads. This is 
usually by cylinder unloading and can be externally controlled 
by suction pressure, temperature or dew-point control. Cen- 
trifuéal compressors for systems over 200 tons should have 


TERM 


Minimum Auxiliary 
О.А. О.А. 


Automatic 
Steam Valves 


Automatic 
|7 Zone Dampers 


Zone 
Thermostat 
(3 Required) 


Remote Bulb 
Thermometers 


| eee oer 


Air Gauges 
Return Air 


Solenoid Air Valve G-1 3-Point енна: ation Step 


inimum Qutdoor Air Damper Controller 
uxiliary Air Damper D-6 By-Pass Damper 


Ei radual Switch 
Mi: 5-2 
A S- 
EN Air Damper T-1 Outdoor Air Ther mostat M 
D 


G 

Gradual Switch 
Selector Switch 
pi -Point Cumulator 


eturn Air Damper T-2 Mixture Thermostat асе Damper 


ew Point Controller T-3 Heating Thermostat 
Main Air Line — — — — Branch Air Line —}—»— Direction of Air Flow 


TYPICAL PNEUMATIC CONTROL LAYOUT FOR 3-ZONE BLOW-THROUGH 
SYSTEM WITH AUTOMATIC FRESH-AIR CONTROL 


wound rotor motors and automatic suction dampers so that 
operators can manually vary speed of compressor, the damper 
smoothing out the operation between speeds. Direct expansion 
is normally used in systems up to 150 tons; chilled water for 
those of greater capacity. Water-saving equipment is eco- 
nomically important. Cooling towers of induced draft design 
will prove more satisfactory than atmospheric towers. They 
are smaller; have less objectionable appearance. Where local 
codes permit, towers of Redwood cased, basin, and fill type 
are recommended as they require no painting and minimum 
maintenance. 


CONTROL 


Forreasons of economy, automatic temperature controls should 
govern both refrigeration and the introduction of outdoor air; 
the latter being a particularly important feature for cooling 
during intermediate seasons. In modern windowless structures 
with high lighting and occupancy loads, cooling is often neces- 
sary even when outside temperatures fall as low as 30? F. For 
this reason, and because average air conditioning systems 
maintain inside conditions when introducing 60? F. air, cool- 
ing can be accomplished during intermediate seasons by the 
use of outdoor air alone. 

In central plant systems of the blow-through type, control 
of outdoor air can be accomplished by modulating the main 
outdoor air dampers and return air dampers in response to a 
thermostat in the fan discharge. This thermostat is usually set 
to maintain a constant fan discharge temperature of 60? F. 
When desired, it can be re-set by an outdoor thermostat to 
vary the fan discharge temperature with changes in outdoor 
temperatures. 

Where a single zone is employed or dividual units for each 
zone are installed, outdoor air and return air dampers can be 
placed directly under control of the zone thermostat in se- 
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quence with refrigeration controls. 


With either-type system an auxiliary thermostat in the out- 
door stream can be installed to return outdoor air dampers to 
their minimum position when outdoor temperature exceeds 
65? F.W.B. or 75? F.D.B. 


In large systems it will be necessary to install exhaust sys- 
tems and automatic exhaust dampers to operate in sequence 
with the outdoor air dampers to relieve the pressure within the 
building when introducing large quantities of outdoor air. 


DUCT DESIGN 


Duct design should provide noiseless, draftless, and an even 
distribution of air throughout the entire air conditioned areas. 
If ceiling diffusers are used, it is recommended that full con- 
sideration be given to the general ceiling pattern of lights, 
columns, and outlets as these items will contribute greatly to 
the appearance of the store. 


Grilles can be installed with duct work so that ducts will 
have the appearance of beams, and become inconspicuous with 
modern lighting treatments. It is recommended that grilles 
of the double-deflection type be installed with a volume- 
control damper behind each grille. With average ceiling heights 
grilles should be placed on centers of 10 to 15 feet. Return air 
is not a major problem if an adequate air distributing system 
is installed. 


LOOKING AHEAD 


It is believed that future research will place new types and 
models of air conditioning equipment in the hands of the engi- 
neer for incorporation into the design of these systems. The 
present trend toward high-speed reciprocating compressors is a 
result of research. Such compressors are more efficient, lighter 
in weight, smaller in physical dimension. In designing air con- 
ditioning either for the modern chain department store, or for 
any other type of application, the engineer should continually 
investigate the results of research. Equipment used and de- 
signs prepared today may be obsolete within the next 10 to 15 
years . . . so it is to every engineer's own interests to keep 
looking ahead constantly. 


In planning an air conditioning system for the modern chain 
department or variety store, or for any large or small struc- 
ture serving the public, the factor of safety should obviously 
receive early consideration. 


Today there are many dependable units of equipment avail- 
able in which “Freon” safe refrigerants are utilized, and the 
engineer will experience little difficulty in selecting machines 
that fully meet the specific requirements of each individual 
job. The use of “Freon” refrigerants in the production of con- 
ditioned air, and for refrigeration purposes, provides ample 
assurance of safe, efficient and economical operation of the 
equipment. 

“Freon” refrigerants are safe . . . nontoxic, nonflammable, 
nonexplosive, free of moisture and as pure as exacting scien- 
tific methods of manufacture can make them. That is why it 
is always the best policy to recommend equipment designed to 
use “Freon” safe refrigerants. E. I. du Pont de Nemours & Co. 
(Inc.), "Kinetic" Chemicals Division, Wilmington 98, Del. 


BETTER THINGS FOR BETTER LIVING . . . THROUGH CHEMISTRY 


FREON SAFE REFRIGERANTS 
<> 


“Freon” is Du Pont's registered trade-mark 
for its fluorinated hydrocarbon refrigerants 
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Raymond Loewy Associates, Designers 


white tile root. 


Owner: 
H. R. Hees 
Pacific Palisades, Calif. 
Architect: 
Richard J. Neutra 
In a tract restricted to the use of high 


quality tile roofs only, the orchitect 
chose Ludowici. 


LUDONWICI- c ELA ON с о. New York 17, New York Washington 5, D. C. Cleveland 20, Ohio 


104 So. Michigan Ave. . Chicago 3, Ill. 565 Fifth Avenue 740 15th Street, N.W. 12728 Woodland Avenue 
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“| Owners Vie for Tenants 
With Latest in Building 


18- | MINNEAPOLIS, MINN.—Multiple housing rental operators 
ered | are commencing to discover that special inducements are be- 
coming increasingly necessary in attracting desirable tenants 

ar- | into their folds. Evidence of the keener competition which 
the | prevails in many areas today, is indicated by the offers from 
ght management, of such attractions as automatic dishwashers, 
a | automatic garbage disposal units, individual apartment heat 
control, community playgrounds, television outlets, etc. As a 
result, prospective tenants are selecting their new abodes 
wisely, shopping with purposeful determination until they 
find the apartment that offers 
them the most for their money , ! o dh 
in the way of comfort and | pr 


convenience. 


+ Of all the features available to 
the modern apartment build- 
ing, today, PHC (Personal- 
ized Heating Control) prob- 
ably offers the owner the 
greatest value for his money. 
Because Honeywell's Person- 
alized Heating Control per- 
mits each tenant family to 
govern its cwn temperature 
requirements, individually, 
there's no need to fire the 
heating plant to capacity just 
to satisfy a few occupants. 
One apartment is never too 
cold, another too hot. As a re- 
sult substantial fuel savings 
are assured . . . an important 
ега | item to the person who pays 
‚Т. 


HONEYWELL 
PERSONALIZED 
HEATING CONTROL 


... has been installed in thousands of 


8S oro gh’ 


apartments, both new and existing, 
throughout the country. Familiarize 
yourself with all the facts. 


Seud for the 
FREE BOOKLET 
“Modern Methods of Apartment Heat- 


ing and Heating Control” is the title, 
A. I. A. File 30-Е. Address Minneapolis- 
Honeywell, Minneapolis 8, Minnesota. 
In Canada: Toronto 17, Ontario. 


the bills. 


от 
£ of 


id, СЖ AC ADAN guar Honeywell 


ERS T d NCGOOONDTOROO.L.OS 


Two groups probably would 


DEPENDABLE CONTROLS 
COST LESS THAN SERVICE 


77 BRANCHES FROM COAST TO COAST WITH SUBSIDIARY COMPANIES IN: TORONTO • LONDON * STOCKHOLM * AMSTERDAM * BRUSSELS * ZURICH * MEXICO CITY 
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CITY PLANNING AND CIVIL DEFENSE 


ок the first time since the Middle Ages, weapons of war are again a paramount 

influence in the planning and building of cities. The walls of Carcassonne and 
Paris were counter-measures for archery, pikemen and catapults, and they imposed 
definite influences on the pattern of life within the cities. Today urban dispersal ap- 
pears to be the only fully effective means of minimizing the effects of atomic bombing, 
but if we are alert to the implications, we can identify this means of defense with 
measures for making our cities better places in which to work and live. The growing 
congestion and concentration in urban areas is no more desirable in peace time than 


in war. 


The cold war (which is no longer so very cold) presents two broad possibilities. 
It may develop into a major conflict within a relatively short period, or it may con- 
tinue in substantially its present form for many years to come. This uncertainty 
calls for a two-pronged civil defense program. In every community, the first effort 
should be aimed at establishing an organization immediately to function in event of 
disaster. This would embrace measures for control of panic, designation of shelter 
areas, evacuation, clearing of roads, rescue, fire-fighting, and decontamination of 
areas which have become contaminated with radioactivity. The second calls for 
implementing urban dispersal as a defense and war-preventive measure, since reduc- 
ing the concentration of industrial facilities and population makes atomic bom- 
bardment strategically less profitable, and renders the target less tempting. 


Actual accomplishment of urban dispersal is feasible, as is clearly demonstrated 
by the construction program under way for the New Towns in Great Britain de- 
scribed in this issue of ARCHITECTURAL Record. This factual evidence together 
with the continuing threat of atomic bombardment presents an opportunity for 
promoting appreciation of the dispersal concept at all levels of municipal, state and 
federal planning. Architects and members of all the design professions are in a posi- 
tion to advance acceptance of dispersal planning by serving on civil defense com- 
missions, housing authorities and similar related bodies. 


Every slum clearance project, housing development, industrial plant, traffic 
artery or other public improvement should be planned with a view to the military 
as well as the civil aspects of dispersal. This will not be difficult, since the basic 
criteria controlling each approach point so nearly in the same direction. 


РЕД 


Editor-in-Chief 
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BRITAIN 
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Above, design for apartments in Area 2, Mark Hall North, Harlow New Town 
(Fry, Drew & Partner, Architects); below, construction progress in this area 
Photoflight, Ltd. 
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BUILDS HER NEW TOWNS 


By Michael Rosenauer, F.R.I.B.A., A.I.4. 


In the London region eight New Towns are now in 
process of development; there may soon be ten. 
Elsewhere in England, Scotland and Wales six are 
under way and more are starting. Some are com- 
pletely new, others are expansions — whatever 
their nature, in magnitude the British New Towns 
program far exceeds any recorded attempt at pro- 
ducing a planned living and working environment 
for man. Furthermore, New Towns, no longer 
dreams, are actually being built. Such conscious 
planning for decentralization of congested areas, 
as we point out elsewhere in this issue, has not 
merely a social impetus; it is, soberly and ironi- 
cally, an urgent military consideration. 


ji ipsa NEED to change undesirable conditions in over- 
crowded cities has challenged our ingenuity for years. 
Leaving aside half measures, only two major ideas for 
preventing further damage from'uncontrolled growth are 
so far discernible: the Green Belt idea, which limits the 
city sprawl geographically; and the idea of directing 
decentralization to new, organically balanced satellites. 
Green Belts were proposed as far away and long ago as 
Vienna at the turn of the century. It took all the experi- 
ence of housing, garden cities, and the reorganization 
made possible by the bombing of London to lead to an 
effective method of decentralization — the British New 


Towns idea. To translate this idea into fact, to make it 
plausible to the public and to parliamentary parties, 
required detailed study. substantial publicity (for which 
conditions were opportune) and considerable work at 
the legislative and political levels as well as in land 
planning and architectural circles. 

'The London County Council published in 1943 For- 
shaw and Abercrombie's County of London Plan. In 
1944 this was followed by the Greater London Plan. 
To summarize this unique report, it proposed organizing 
the territory within a radius of approximately 50 miles 
in four concentric rings: 

1. The Inner Ring. With an admissible population of 
75 to 100 persons per acre, this area requires decentrali- 
zation of 415,000 persons. 

2. The Suburban Ring. Within an approximate radius 
of 12 miles, the overcrowding of this area could be ad- 
justed within the ring itself. It could be considered static 
in regard to total population, though not in regard to 
the regrouping inside it needed to maintain a desired 
maximum density of 50 persons per acre. 

3. The Green Belt Ring. Here many communities, old 
and new, exist; but neither any expansion of existing 
communities nor any new centers should be permitted. 

(Continued on page 104) 
! The County of London Plan established the fact that the County's 
population was too dense. The Ministry of Town & Country Planning 


commissioned Sir Patrick Abercrombie to extend the studies in the 
Greater London Plan. 


THE DEVELOPMENT CORPORATION OF HARLOW NEW TOWN 


Chairman, Deputy Chairman and six Members 


General Manager 


with personal secretarial (5) including Public Relations Officer 


Deputy General Manager and Chief Finance Officer 


with staff (10) dealing with general administration 


Architect Planner, with an 
Executive Chief Architect 
assisted by professional 
and other staff including including Clerks of 
Clerks of the Works the Works 

(21) (26) 


Chief Engineer, with 
a Deputy and profes- 
sional and other staff 
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Chief Estates Offi- Chief So- Chief Finance 
cer, with profes- licitor Officer & Deputy 
sional and other with pro- General Manager, 
staff including fessional, with professional 
Landscape Manager other staff and other staff 

(9) (4) (8) 
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• EXISTING COMMUNITIES 


== RAILWAY 
SCALE IN MILES — GREAT NORTH ROAD 
0 5 d ( 20 2 30 35 = EXPRESS ARTERIAL RDS 
IQ се I кы [ 0UTER COUNTRY RING 
2 Ei GREEN BELT RING 
SUBURBAN RING 


BRACKN 


INNER URBAN RING 


WEB THE ADMINISTRATIVE 
COUNTY OF LONDON 


ELJ 2 


Above, entire Greater London region (County of 
London solid black) showing existing communities 
and New Towns. Below, progress plans showing 
manner in which, in about 20 years, Harlow New 


Town is to be completed 


HARLOW NEW TOWN: AN EXAMPLE 


; an 
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Left, plan of Mark Hall North, 
first residential portion of Harlow 


iat eae E 


Lin 


Lll 


New Town to be completed, in 
which buildings designed by three 
independent architectural firms 


are now being erected 
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Master plan, Harlow New Town. Diagonally lined areas are for 
industry, where the Corporation is now building 1l factories; and 
four industrialists are developing sites. Area 2 is Mark Hall 


<и; 


аук EN 
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In master plan, left, residential areas 1 through 13, 
separated by green belts and major roads, are clus- 
tered around schools and commercial facilities. Air 
view immediately above shows site of Town Center; 
plan above that, proposed Civic Center, commercial 
structures, sports and cultural facilities, parks, etc. for 
this site. Below, left, ‘‘Terlings,’’ existing mansion 
housing the Development Corporation, to be preserved; 
right, typical thatched cottage, Old Harlow 
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BRITAIN'S NEW TOWNS 


Right, air view of Mark Hall section, Harlow New Town; circle, 


upper left, indicates site of 10-story apartment shown below, 
left, in model; right, as of October 1950 (Frederick Gibberd, 
Architect). Lower right, three-story apartments, Mark Hall North 


4. The Outer Country Ring. The Greater London Plan 
recommends this ring, with an outer radius averaging 
50 miles, as the chief reception area for overcrowded 
central London. For this Outer Country Ring, predom- 
inantly rural, the New Towns are proposed. 


Organized Decentralization 


People cannot be ordered to leave their places of resi- 
dence, but they can be induced to move by offering them 


better surroundings together with prospects for work ^ 


close by. Realization of this led to the idea of combining 
new residential communities and new industrial devel- 
opments. Dormitory suburbs, a half measure, cause 
commuting traffic whose ensuing problems defeat the 
actual aim of decentralization. Daily travel to and from 
work has reached the limit of transport capacity and 
has taxed to the limit those who do it. 

People will be reluctant to move if moving means com- 
plete segregation from relatives and friends. Therefore 
the New Towns are at a minimum distance from London; 
as close as the Green Belt permits. When the New 
Towns are completed and their 60,000 to 80,000 popu- 
lations are fully provided for, educational, cultural and 
entertainment places will exist in each New Town itself. 
But in the first years of development, the possibility of 
reaching facilities of the parent city without a long 
journey will strongly affect the decision of city residents 
to move. - 

The pressing need for adequate accommodations for 
the overflow from central London speeded the New 
‘Towns Act, which the then Minister of Town & Country 
Planning, Lewis Silkin (now Lord Silkin), successfully 
carried to Parliament in 1946, politically backed by an 
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Photoflight Ltd. Photo 


Central Press Photo from Combine 


all-party vote. Kight New Towns are now in process of 
creation in the Outer Country Ring of London, most of 
them beyond the planning stage. 


ORGANIZATION 


In order to build a New Town, the Minister of Town 
‘& Country Planning appoints, after consultation with 
existing local authorities in the designated area and its 
environs, a Development Corporation with a Chairman 
апа a Deputy Chairman. The Corporation, reconsti- 
tuted every two or three years, consists of a few mem- 


bers selected by the Minister on the basis of special 


qualifications. They are paid — part-time — and the 
Corporation’s Board functions in a manner similar to 
any authoritative committee, but delegates much au- 
thority to a General Manager (see organization chart). 


Distribution of Powers 


The New Towns Act sets forth the aims and powers 
of a Development Corporation as follows: “The objects 
of a Development Corporation established for purposes of a 
new town shall be to secure the laying out and development 
of the new town in accordance with the provisions of this 
Act and for that purpose every such Corporation shall have 
the power to acquire, hold, manage and dispose of land 
and other property, to carry out building and other opera- 
tions, to provide water, electricity, gas, sewerage and other 
services, to carry on any business or undertaking in or for 
the purposes of the new town; and generally to do anything 
necessary or expedient for the purposes of the new town or 
for purposes incidental thereto: provided that, subject to 
the provisions of this Act with respect to the making of 
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Left to right, top row: Lord Silkin, 
Minister of Town & Country Plan- 
ning until 1950; Rt. Hon. Mr. 
Dalton, present Minister; Dame 
Evelyn Sharp, D.B.E, Deputy 
Sec'y, MOTCP; Sir Ernest Gowers, 
G.B.E, K.C.B., first Chairman, 
Harlow Dev. Corp.; R. R. Costain, 
C.B.E, F..O.B., present Chair- 
man. Second row: W. Eric Adams, 
O.B.E., Gen. Mgr., Harlow New 
Town; R. T. Kennedy, Chief Plan- 
ning Officer, MOTCP; Frederick 
Gibberd, F.R..B.A., A.M.P.T.I., 
Architect Planner, Harlow; Max- 
well Fry, F.R.I.B.A., and his part- 
ner, Jane Drew, F.R.I.B.A., archi- 


Central Press Photo from Combine 


tects of one portion of Mark Hall 
North. Bottom, Design Unit (Har- 
low Dev. Corp.), architects of 
another portion; B. G. K. Allsop, 
J.P., M.C., F.R.I.C.S., F.A.I., realtor 
and member, Harlow Dev. Corp.; 
Oswald Е. Parratt, F.R.I.C.S., 
Quantity Surveyor, Harlow; F.R.S. 
Yorke, A.R.L.B.A., one of the 
architects of Mark Hall South 


Central Press Photo from Combine 


advances to Development Corporations, a Development 
Corporation. shall not have power to borrow money.” 

A Corporation cannot incur capital expenditure with- 
out the approval of the Minister and, through him, the 
Treasury. The extent to which this provision is em- 
ployed to exercise detailed control rests in large measure 
with the Minister. For certain routine items of capital 
expenditure, he may give general authorization in his 
approval of the Corporation's annual budget; for others 
he may wish to exercise detailed control. Once formu- 
lated, the Corporation's proposals need the consent of 
the Town Planning Authority. Local authorities con- 
cerned have the right to consult with the Minister be- 
fore he approves, with or without modification, the 
Corporation's proposals. 

The opportunity of producing tangible results of such 
magnitude has inspired all those connected with the 
building of the New Towns, from draftsman to general 
manager of the Development Corporation and civil 
servants in the Ministry, to hard, persevering work.’ 
There does not appear to be any serious error in organi- 
zation, although continuing experience may disclose the 
advisability of making minor adjustments in allocation 
of powers or in other matters. Once capital outlay is 
started, it is in the Government's interest that the 
revenue-producing phase be reached without delay. 


HARLOW NEW TOWN: AN EXAMPLE 


The location of Harlow New Town is one of those sug- 
gested by Sir Patrick Abercrombie in the Greater London 


? Asin America, there are in England those who continue to deprecate 
planning even as it approaches realization: and advocates of expedient 


housing solutions who do not appear to comprehend that new housing 
will exist in the New Towns. — Editor 
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Plan. It lies on high ground, above the River Stort in 
rural Essex, on the main railroad and highway between 
London and Cambridge. Abercrombie based his choice 
on a number of promising features, of which one is the 
short distance to the overcrowded East End industrial 
areas of London. The land is pleasantly undulating and, 
in part, of very good farming quality, with two parks at 
Parndon Hall and Mark Hall as attractive recreational 
features. Not far away is Epping Forest, one of the 
most beautiful woodlands in the Green Belt zone. 


The Master Plan 


The master plan of Harlow was developed by Fred- 
erick Gibberd as Chief Architect-Planner, in close 
cooperation with the Development Corporation and its 
General Manager, W. Eric Adams. Sir Ernest Gowers, 
first Chairman of Harlow Development Corporation, 
regarded the master plan as not being “a plan of the 
town" but the "plan of the framework to which it is 
proposed the town should conform" leaving room for 
additional ideas and a wide variety of treatment. The 
Corporation submitted the plan to the Ministry of 
Town & Country Planning in July, 1948; it was ap- 
proved by Lord Silkin in March, 1949 — the first New 
Town plan to obtain approval. 

Mr. Gibberd describes his primary aims as having 
been "to organize the town in distinct areas for work, 
home and play; to connect these areas by a road pattern 
in which traffic can flow easily; and to surround the 
whole area by a well-defined agricultural belt." He was 
concerned to capture the characteristics of an histor- 
ically grown town, those qualities of urbanity which, in 
his opinion, arise from the architecture of the buildings 

(Continued on page 190) 
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SALEM LUTHERAN CHURCH, SPOKANE, WASH. 


SUNDAY SCHOOL 


EXISTING Б 


- EXISTING 
i SOCIAL HALL 


VL at 
PLOT PLAN ——] 


E. J. Peterson, Architect 


D. built in 1899, Salem Church was destroyed by fire in 1949 at 
the time that a new social hall (labeled "existing" on the accompanying 
plot plan) was being constructed. The social hall and existing Sunday School 
classrooms escaped damage. The new building had to be designed not only 
to meet the congregation's requirements; it also had to harmonize with 
the remaining structures and, if possible, provide improved facilities on the 
limited (120 by 150 ft) site. Below, at left, is shown the accepted design, of 
which everything but the chime tower ("future" on plot plan) has been 
completed. In the new scheme, a larger nave was provided; Sunday School 
rooms were added in the Church basement; the entrance was relocated 
closer to the center of all activities. 
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Christian Photo 


Roscoe Laing Photo 


Salem Church is the oldest Lutheran congregation in Spokane. Many of its members are of Swedish 
extraction; perhaps in their racial origin lies the reason why the members, voting down traditional 
Gothic architecture, voiced a preference for contemporary design. The formalistic freedom thus 
granted greatly simplified the architect's work; for instance, the entire scheme was improved by 
building the new chancel at the South end of the nave (it had been at the North) and relocating 
the entrance. To emphasize the now secluded narthex and to provide shelter, a covered entrance 
walk is provided. Stained glass windows were salvaged from the old building 
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SALEM/'LUTHERAN CHURCH 


COVERED WALK 


MAIN FLOOR суш а 


Key to problem was reversing the nave. Chancel, . 
formerly at North end (top of plan! was placed at 
South, close to sidewalk. From new narthex church is 
direcily accessible up steps; down ramp is entrance 
to Social Hall and Sunday School rooms {see photo, 


right), under altar painting salvaged from old church 


CHOIR ROOM 
€ PARLOR 


GROUND FLOOR 
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Behind the chancel are an ambulatory and, above that, the 
organ loft. Clerestory walls at chancel have glass block inserts, 
ceiling has recessed down lights and accent spots, all coordi- 
nated in design to heighten the relatively simple Lutheran ritual 


Roscoe Laing Photos 


In Design Salem Church is quite appropriate for a 
Lutheran congregation. It makes no pretenses; it is 
friendly despite its unconventional plan and interior 
color scheme, in which lavender walls and ceiling are 
complemented by bleached oak pews and green car- 
peting. Its architectural significance cannot be over- 
looked. Many a congregation or Board of Deacons has 
voted for one of the traditional styles of architecture, 
heedless of what such an emotional decision may do to 
the functioning of the building in relation to ritual, to 
the congregation's particular requirements, to such 
temporal matters as the practical relationships between 
the parts of the church compound: and with little 
reasoned thought about architectural expression of 
religious faith. 

By 1948, Salem Lutheran Church had outgrown its 
modest beginnings. Its congregation had grown to 600, 
which necessitated two crowded services per Sunday. 
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Its Sunday School was overcrowded; the basement 
Social Room couldn't begin to handle crowds at increas- 
ingly popular Smorgasbord dinners, where as many as 
1500 had to be served in one evening. So it was decided 
to build a new Social Room and, after that, to remodel 
the Church basement to provide more Sunday School 
rooms. The nave was then to be extended to the North. 
But during the Social Hall's construction the Church 
proper burned, and the edifice presented here. a much 
better building than the makeshift extension would have 
provided, was then designed and built. The Church now 
functions well both for Sunday services and at other 
times for large social gatherings. There is ample Sunday 
School space; the larger nave can be extended still fur- 
ther by opening sliding panels in its North wall, thus 
converting adjacent Sunday School rooms into a bal- 
cony for overflow seating; and all elements can be 
reached easily from the centrally located entrance. 
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Construction is quite conventional: concrete founda- 
tions, 12-in. brick bearing walls, steel roof trusses 
supporting wood-framed construction and embossed 
aluminum surfacing. South wall of nave has Indiana 
limestone facing; elsewhere, exterior is dark red 
brick with dark blue trim. Inside, nave has oak 
floor on wood framing; basement, asphalt tile on 
concrete; narthex, stone 
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AMBU- tlle: ALTAR LECTERN 


LATORY 4 == cel (above) are organ pipe cham- 
к == bers. Woodwork throughout nave is 
bleached oak, with ceiling and side 


Behind two bronze grills in chan- 


[] n | | ai walls painted light lavender, chancel 
А ў Ec CHOIR ROOM È PARLOR = walls dark lavender, green carpeting 
1 LI} — — s кене Yon = on floor. Upper right photo shows 
[US choir stalls with, behind them, leaded 
VN e THROUGH 5 " 5 glass windows from the old church; 


lectern and black marble baptismal 
font are new. Altar lright!, also from 
old church, is likewise black marble. 
Far right, new pulpit 
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Roscoe laing Photos 
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L. D. Jones Photos 


Devotional heart of the Home 
is the chapel with its adja- 
cent candle room (above). 
Chapel seats 100. Continuous 
casements are glazed with 
obscure glass and provide for 
installation of stained glass 
panels on inside at later date 
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HOME FOR THE JEWISH AGED 


N DESIGNING this building the architects had one chief Kansas City, Missouri 
I thought in mind: provision of complete institutional 

facilities in pleasant, informal surroundings with the 
least possible institutional atmosphere. 

All the basic institutional facilities — sleeping, eating. 
recreational, medical and religious — have been pro- 
vided, but the atmosphere is definitely that of a resi- 
dence club. The building accommodates 76 regular 
residents in double rooms, attractively furnished and 
each with its own toilet. The dining room is airy and 
spacious, furnished with tables for four; two separate 
kitchens provide for religious diet requirements. Lounge 
and recreational areas are generous: in addition to the 
main lounge on the ground floor there is a lounge on 
each of the other floors, plus balconies, roof deck, occu- 
pational therapy shops, and library. An infirmary wing 
accommodates eight patients in four double rooms, 
plus laboratories, examination rooms and physical 
therapy rooms. A chapel and adjoining candle room 
provide for the religious needs of the Home. 

The building is one unit of the proposed Medical 
Center on the grounds of Menorah Hospital. It has 
been planned for expansion both horizontally and 
vertically — with horizontal extensions of both north- 
east and northwest wings, and addition of two floors. 


Kivett and Myers, Architects 
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Exterior is brick, backed by masonry blocks on a re- 
inforced concrete frame. Main entrance (above) 
leads directly to information desk at front of open 
general office. Main lounge (right! can be extended 
for special functions by opening up of main and staff 
dining rooms. Lobby lopposite page! has walnut ply- 


wood walls, linoleum floors, acoustic tile ceilings 
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SECOND FLOOR 


THIRD FLOOR 
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Dining room (right) is light and airy, 
attractively furnished. Folding wood 
partition separates staff dining area 
from rest of room. Tiled lavatory for 
ritualistic washing of hands before 
meals (above) is conveniently placed 
between main lounge and dining room 


1. 0, Jones PI otos 
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Each of two upper floors has its own lounge. That 
on fhird floor (below) has direct access to deck 


Bedrooms lopposite page! are double, have walls 
covered with washable fabric. Furnishings include 
built-in wardrobe, movable dressers, writing 
desks and lounge chairs. Infirmary wing (below! 
is well-equipped for examination and treatment 
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PHYSICIANS’ OFFICES 


Prepared under the general direction of JOHN W. CRONIN, 
M.D., F.A.C.S. Chief, Division of Hospital Facilities United 
States Public Health Service Federal Security Agency 


HYSICIANS' OFFICES have been rather a blind spot in the literature of building 
planning. The Public Health Service has had continual requests for up-to-date 


information on arrangement, layout and equipment of offices for various medical 
specialties, as have architectural publications. Accordingly Marshall Shaffer as- 
signed to his staff of architects in the U. S. Public Health Service the task of studying 
doctors’ offices and preparing this series of check-list plans. The following plans and 
text were prepared by Peter Pfisterer of that staff. 

Exact requirements were ascertained through consultations with practicing physi- 
cians, their assistants and nurses. These were tried out in sketch form in further 
contacts and correspondence, and finally are here released in finished form. Advice 
and criticism of preliminary schemes were obtained from The American Medical 
Association, The Medical Society of the District of Columbia, the staff of Public 
Health Service dispensaries and health units, and the manufacturers and distributors 
of surgical and medical equipment. 

It is obviously impossible to propose dogmatic standards which will be universally 
applicable. The purpose of these plans is merely to demonstrate graphically the 
fundamental needs for space and equipment, possible traffic solutions, and suggested 
relation of rooms and areas. 'The assembled information is therefore to be regarded 
primarily as guide material or reference check-list, and will have to be adapted in 
each instance to individual conditions, personal taste, work habits and type of 
practice. 

The material illustrates specific requirements of 13 different specialties of medical 
practice. In order to provide a uniform basis for comparison, it was necessary to 
bring all suggested suites to a common denominator. Therefore these assumptions 
are made: 

1. The suites are intended as one-man offices, that is, each layout is designed for 
use by only one practicing physician with the help of a nurse and a secretary (or a 
combination of both), and other professional assistants as the case may be. 

2. Each suite is assumed to be complete in itself and should contain all necessary 
features for the particular specialty involved. The only facilities shared by all occu- 
pants consist of building entrance and lobby, stairs and elevators, corridors, and 
centrally located public toilets. 

3. The aim is to provide accommodations which are neither luxurious nor abso- 
lute minimum, but rather incorporate all essentials comfortably with an eye on 
maximum efficiency and economy in floor area. 

4. For the purpose of integrating all suites into a professional office building, 
a standard bay width of 22 ft has been assumed. The layouts have therefore the 
shape of rectangles with constant width and varying lengths, defined by two end 
partitions 22 ft long (left and right), a corridor wall (bottom) and an exterior window 
wall (top). This system makes it possible to arrange the various offices in rows along 
one or both sides of a common corridor. 

An equipment legend for all plans will be found on the inside of the flap of this 
page. When opened out the legend will appear conveniently beside plans on all 
succeeding pages. 


Previously published in pamphlet form by the American Surgical Trade Association 
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GENERAL PRACTICE 


Tue schematic layout illustrated here has been tailored roughly to 
what might be termed the basic needs of the average physician who 
concentrates primarily on internal medicine. However, by incorporat- 
ing but slight modifications and certain substitutions of equipment, 
the design of this suite may well be adaptable to the requirements of 
the general practitioner or of physicians specializing in different medi- 
cal branches such as glandular, circulatory, nutritional diseases, etc. 
Due to the fact that office therapy is ordinarily limited to compara- 
tively simple procedures, the main emphasis is placed on facilities for 
diagnostic examinations. The extent and completeness of these vary, 
but few physicians in this group can do without a fluoroscope, B.M.R., 
and E.K.G. equipment and at least a small routine laboratory. Be- 
cause fluoroscopic examinations have to be performed in complete 
darkness, it is best to provide a separate inside room, eliminating the 
inconvenience of light-proofing and darkening the examining room 
each time the fluoroscope is used. It should, however, be immediately 
adjacent to and communicating with the examining room, so that it 
is accessible to partially clothed patients. 

Inasmuch as the basal metabolism tests are usually performed by 
the nurse in the early part of the morning, it would be wise to design 
the B.M.R. room also for other functions during regular office hours. 
For example, it may be used for electrocardiograms, diathermy, in- 
jections, etc., and for a variety of relatively simple examinations 
whenever the main examining room is occupied. Also the laboratory 
may frequently become a multi-purpose room. In the absence of a 
utility room or space, it could incorporate some utility equipment, 
and besides the customary laboratory facilities (sink, Bunsen burner, 
microscope, etc.), it may contain provisions for developing E.K.G.'s; 
a refrigerator for vaccines, and the like. In case a toilet room within 
the suite is considered necessary, the storage closet to the left of the 
staff entrance can easily be converted for that purpose. 


AREA = 671 SQUARE FEET 


, s PATIENTS. ENTRANCE 


119 


120 


22-0" 


OBSTETRICS AND GYNECOLOGY 


Arrnoucnu these two specialties are often practiced separately, 
they have been grouped together for the purpose of this study 
because the physical requirements appear to be almost identical 
for both. Perhaps the least controversial aspect on the list of 
design elements for this suite is the almost unanimous demand 
for a comfortable dressing room, a toilet and a multi-purpose 
recovery room. There seems to be little doubt that at least one 
dressing room off the examining room (with or without direct 
access from corridor), containing dressing table, mirror, chair 
and robe hooks, represents a good investment. The toilet room 
within the office limits is in this case a necessity from a medical 
point of view. Similarly as in other suites, the recovery room is 
not only needed for recuperation but also for injections, anes- 
thesia tests, B. M.R.'s, etc. It may be of interest to mention that 
the planner can spare the patient some embarrassment by such 
small details as a convenient provision for the unobtrusive 
depositing of urine specimens on a shelf or cabinet between sec- 
retary's office and laboratory-utility room. These two spaces, 
logether with the scale and charting desk recess, form the 
nucleus of the work area, where the secretary or nurse identifies 
the patient on her way to the "inner sanctum," receives her 
specimen, prepares her records and records her weight. As il- 
lustrated by the plan, the design and location of this work area 
allows the secretary to maintain contact with entrance and 
waiting room, without loss of privacy on either side, even when 
occupied with a patient as described above. 
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GENERAL NOTES 


pe the point of view of physical organization, the 
entity of a complete office suite can be divided into 
four main elements. These divisions consist of (1) Wait- 
ing Area, (2) Patients" Consultation — Examining — 
Treatment Areas, (3) Staff Work Area, and (4) Circula- 
tion. All are interrelated and should form a well in- 
tegrated unit without infringing on each other's specific 
functions. 


WAITING AREA 


The primary requirement for the waiting room is a 
comfortable and relaxing atmosphere, undisturbed by 
circulation of patients and nurses, yet in close proximity 
to the main entrance and secretary's headquarters. Good 
supervision and control from this point is essential for 
giving directions to arriving and departing patients as 
well as for calling them to consultation and examining 
areas. If space permits, an outside location of the wait- 
ing room is of course preferred, as it presents better op- 
portunities for achieving an informal, pleasant and in- 
viting space arrangement. Concerning size and seating 
capacity, no hard and fast rules can be established, since 
extent of practice and appointment systems vary con- 
siderably with each individual physician. Needless to 
say, in addition to the familiar easy chairs and magazine 
tables, some provision should be made in or near each 
waiting room for hanging coats, hats, umbrellas, includ- 
ing a wall mirror near the entrance. 


CONSULTATION — EXAMINING — 
TREATMENT AREAS 


This section should form a well related series of rooms, 
each affording complete privacy, but readily accessible 
by physician and assistants passing from one to another. 
In some cases, communicating doors between adjoining 
rooms are indicated to facilitate circulation. This ar- 
rangement has, however, the disadvantage of disturbing 
privacy to some extent and of reducing wall and floor 
space usable for equipment. In all plans these commu- 
nicating doors are therefore optional and can be either 
added or eliminated. 


Consultation Room 


With the possible exception of the dermatologist and 
the ophthalmologist, who usually combine the functions 
of consultation and examination in one room, every phy- 
sician needs a separate private office. Although this 
room does not have to be very large in most cases, it 
should be attractively decorated and furnished, for psy- 
chological reasons, and it must afford complete privacy 
for conversations and interviews with patients and other 
callers. Standard furniture includes an office desk for 
personal belongings, a bookcase for professional refer- 
ence books, and at least two or three comfortable chairs, 
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since patients frequently appear with other family mem- 
bers or relatives. Generally, the preferred location for 
the consultation office is near the waiting room and in 
close proximity to the secretary's office, for the conven- 
ience of staff and patients who often complete their visit 
in this area alone. 


Examining and Treatment Rooms 


The number, size and layout of rooms under this head- 
ing and their equipment is determined by the volume of 
patients, by the type of service rendered and by the 
specialty of the physician. As a general rule, a minimum 
of two rooms, preferably designed for interchangeable 
use, is recommended. Although it is possible to practice 
in a suite containing only one examination-treatment 
room, the additional expense in rent and equipment for 
a second room will be more than compensated for by the 
increased income resulting from caring for a greater 
number of patients due to a substantial saving in time. 
While the physician is examining a patient in one room, 
another patient can undress and be prepared for ex- 
amination or treatment by the nurse in the second room. 
In some instances treatments may be administered by 
an assistant at the same time the physician is occupied 
with a patient in another room. 


Recovery Rooms 


These rooms, where indicated, are designed to serve 
several purposes to justify their inclusion — for re- 
cuperation after local anesthesia or painful examination, 
for isolation, for specimen collecting, for injections, 
BMR's, diathermy and other minor but time consuming 
procedures often handled by a nurse; as an auxiliary 
examining room when other rooms are occupied. Many 
physicians feel that every office suite should be provided 
with one such multi-purpose room containing a couch or 


bed. 
Dressing Facilities 


Present controversy regarding dressing facilities 
(dressing rooms, cubicles, curtains, screens, etc.) seems 
to preclude an ideal standard solution. The majority of 
the interviewed physicians (except obstetricians and 
gynecologists) were of the opinion that patients could 
dress and undress in the examining room proper with 
only a chair, a folding screen and some clothes hooks 
provided. This method admittedly ties up the examining 
room longer than necessary for the examination. On the 
other hand, a dressing room or cubicle is no help in this 
respect either unless it has, also, a direct door to the 
corridor and is used alternately only by every second 
patient. However, such a dressing room with two doors 
presents rather obvious privacy and door locking prob- 
lems. Moreover, some patients are hesitant to use any 
type of enclosed dressing space because they prefer not 
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PEDIATRICS 


Ir seems that the pediatricians are divided into two main schools of 
thought as far as the method of examining babies is concerned. The 
proponents of the “cubicle school" advocate small open stalls contain- 
ing only an examining counter with scale and a supply cabinet, whereas 
the extremists of the opposition insist on full-fledged examining rooms 
which, in addition, embody all the functions of the consultation room. 
Both sides have valid arguments in support of their theories, and no 
comparative merit evaluation is intended here. On the contrary, an at- 
tempt has been made to compromise between the two factions by com- 
bining certain features of both. Since babies usually constitute the bulk 
of the patient load, the cubicle idea has been adopted in a modified form. 
Two relatively small identical examining rooms are provided, which are 
large enough to accommodate, besides the specified items, a washbasin 
and a chair for the mother during the examination of her child. For older 
children a completely equipped examining and treatment room with 
small writing desk is shown to illustrate the principle of this combination. 
A separate consultation office, permitting a quiet interview with parents 
undisturbed by crying babies, is located as far away as possible from the 
noisy waiting room. The arrangement of this waiting area is equally the 
subject of different opinions. While it seems advantageous to divide it 
into sections for various age groups with some entertainment facilities 
suitable to each, many pediatricians feel that caution should be exercised 
not to turn the waiting space into a rumpus room. Although it is com- 
mon office practice not to admit children with known disturbances of a 
contagious nature, not too infrequently infectious cases are nevertheless 
discovered in the waiting room. Such patients are then immediately 
segregated in a small isolation room where the diagnosis is confirmed and 
from where they can be dispatched home through a separate exit. Some 
pediatricians, however, employ different techniques and may prefer to 
use this space for fluoroscopy instead. It remains to be mentioned that 
age and physiology of the patients call for a toilet room within the suite 
easily and quickly accessible from waiting as well as examining rooms. 
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to leave their clothes and belongings out of sight. These 
considerations should be kept in mind in examining the 
few layouts where dressing rooms are indicated. 


WORK AREAS 


The staff work area includes such spaces as secretary's 
office, laboratory, utility room, charting desk, etc. Con- 
trary to the facilities used by the patients, these ele- 
ments are not grouped together in a continuous unit, 
but are strategically distributed within the suite to best 
serve the function for which they are designed. 


Receptionist- Secretary Office 


The office of the receptionist-secretary must be close 
to entrance and waiting room for control of arriving and 
departing patients, for making new appointments and 
discussing financial matters, and for directing waiting 
patients to consultation, examination, or treatment 
rooms. Yet this office should also be located conveniently 
to the doctor's work area for easy access to records and 
for supervision of traffic within the suite. Another reason 
for the desirability of this relation is the fact that, due 
to limitations in personnel, the nurse is frequently re- 
quired to double as secretary and vice versa. 'The ques- 
tion of whether or not the secretary's office should be an 
enclosed room or simply an open bay off the waiting 
room or a compromise between the two arrangements is 
again a somewhat controversial issue. To illustrate these 
possibilities, several different schemes are shown on the 
plans. For average conditions, however, it seems that 
the problem is probably best solved by a partially en- 
closed space having a glass partition with a sliding or 
open window on the waiting room side and connecting 
without any separation (no door) to corridor of work 
area. In this way the main objection against an open 
bay, namely lack of privacy for both waiting patients 
and secretary, is overcome without sacrificing visibility 
and ease of control. 


Utility Room — Laboratory 


Some possibilities of handling the utility room and 
laboratory problem are likewise illustrated by several 
different examples. For many specialties laboratory and 
utility room functions can be combined, others require 
separate accommodations, while still others get along 
with nothing but an instrument sterilizer, storage cabi- 
net and wash basin in the examining room itself. A fairly 
practical solution, saving floor space and nurses’ steps 
consists in the concentration of utility and laboratory 
equipment (counters, storage cabinets, sink, refriger- 
ator, sterilizer, microscope, etc.) in a centrally located 
nurse's workroom, equally accessible from all examining 
and treatment rooms. It may be said in this connection 
that sterilizers in the examining rooms are sometimes 
considered objectionable because of the steam within 
the room. 
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Scale and Charting Desk Recess 

Another feature of the work area, applicable in certain 
offices, is the scale and charting desk recess. Appropri- 
ately located in a niche off the corridor, these items allow 
the nurse to record the weight of a patient without tying 
up a room, and to lay out all records of those patients 
expected during the day for the physicians! review and 
notations. The desk is high enough for writing in a stand- 
ing position and contains separate racks and compart- 
ments for records to be consulted, to be processed or to 


be filed. 


CIRCULATION 


An important consideration in the design of a well 
organized office is the efficiency of the area allotted for 
circulation. During busy office hours it should permit an 
easy flow of traffic, avoiding confusion between incom- 
ing and outgoing patients, and affording undisturbed 
access and egress to and from work areas by both pa- 
tients and staff. A separate entrance, allowing the phy- 
sician to enter or leave the suite without passing through 
a waiting room, seems most desirable if not almost essen- 
tial. This second entrance may also be used occasionally 
by patients wishing to avoid the waiting area, and for 
all commercial transactions such as deliveries of supplies, 
drugs, specimens, etc. The resulting corridor area, neces- 
sary to meet the described objectives, might by some be 
considered costly, unproductive floor space. But it seems 
hardly recommendable to sacrifice efficiency, conveni- 
ence, comfort and privacy for a relatively small saving 
in office rent. 


STORAGE 


The individual needs and preferences for built-in stor- 
age facilities vary all the way from none at all to entire 
storage rooms. Here again we find the necessity of strik- 
ing an economic balance between the rental expense of 
so-called unproductive floor space and convenience in 
operation for each particular instance. Obviously, no 
standard formula can be recommended, and the storage 
areas indicated on the plans (by dotted shading) repre- 
sent, therefore, merely a possible average which can be 
amplified or reduced depending upon the analysis of 
each individual physician’s requirements. The same con- 
sideration applies to the usage and interior arrangement 
of the different storage closets. No attempt has been 
made to indicate shelves, clothes poles, type of doors, 
etc., nor to designate the multitude of items to be stored, 
such as coats, uniforms, office supplies, instruments, 
medical equipment, etc. 


TOILETS 


Although many physicians may consider it desirable 
to include at least one toilet room within the limits of 
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every suite, toilet facilities have been shown only in 
those offices in which they are mandatory for the medi- 
cal procedures of the respective specialty. It is, of course, 
assumed that public washrooms are available. 


EQUIPMENT 


While it is recognized that the final selection of each 
piece of equipment again depends upon the practice and 
training of the individual practitioner, it appears to be 
possible to crystallize certain basic requirements more or 
less corresponding to the average need. Wherever prac- 
ticable, standard, movable furniture and equipment has 
been assumed, except in a few cases where a built-in 
desk, settee or counter seemed to offer substantial ad- 
vantages or better utilization of floor space. Only major 
items which can easily be identified on the drawings have 
been included, and all small pieces, such as hand instru- 
ments, microscopes, typewriters, etc., were purposely 
omitted in order not to confuse the readability of the 
plans. For identification purposes each plan symbol is 
provided with a number referring to the equipment leg- 
end on the first page, which, when folded. out will be con- 
venienily available for reference to each layout. Gen- 
erally speaking, the suites have been designed around 
the chosen equipment. In other words, the combination 
of furniture and equipment, logically selected and con- 
veniently located to carry out the predetermined func- 
tions of a particular room or area, dictates the size, shape 
and arrangement of each such space. Those confronted 
with a planning problem may well remember not to re- 
verse the process. 
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OTORHINOLARYNGOLOGY 


AN efficient practice of otorhinolaryngology can 
generally be carried out in a space somewhat 
smaller than the average occupied by some of the 
other specialities. The reasons for this economy 
may be found in the fact that treatment chairs 
are used in place of tables, all patients' rooms are 
combination examining and treatment rooms, no 
dressing rooms nor X-ray and other space-con- 
suming facilities are required. The examining and 
treatment rooms can be quite limited in area, but 
it should be stressed that the relative position of 
furniture and equipment is of utmost importance. 
Mandatory special equipment includes such items 
as cuspidors connected to water supply and drain 
next to each treatment chair, suction and com- 
pressed air in each room (either piped from cen- 
tral location or built into individual treatment 
cabinets), electro cautery apparatus, etc. One 
room should be soundproof and isolated from 
street noises for audiometry, and at least one of 
the rooms should have only artificial light for 
transillumination. In this suite, too, the recovery 
room, which contains a couch and a lavatory, can 
be used to advantage for certain tests and pro- 
cedures only performable on patients in a reclin- 
ing position. As in several other suites, all utility 
and laboratory functions are combined into one 
compact unit which serves as a general workroom 
for the nurse. It includes refrigerator, work counter, 
supply cupboards, sink and pressure sterilizer, all 
centrally available from the treatment rooms and 
eliminating the need for duplication. 
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SURGERY 


Tue problem of striking a happy medium between the 
efficient, speedy handling of patients and achieving an 
atmosphere of unhurried individual attention is some- 
times rather difficult to solve. Aside from the idealistic 
decisions, the final solution always depends on the an- 
swer to the economic question of how much space di- 
vided into how many rooms can be allocated for this 
and that purpose. 

Conforming with the principal activities in the sur- 
geon's office, the three workrooms of this plan have been 
labeled ostensibly “ Examination," “Operating” and 
“Treatment-Recovery.” Such a clean-cut separation, 
however, exists in name only, and can rarely be ad- 
hered to in reality. As a result of the varying case load 
and the considerable overlapping of these functions, the 
rooms must be designed for interchangeable use. For 
example, pre-operative examinations may be carried 
out in the minor operating room, stitches and casts may 
be removed in the examining room, dressings applied in 
the treatment room, etc. A logical deduction along these 
lines is the centralization of as much utility equipment 
and as many supplies as possible in a general nurses’ 
work space independently accessible from all rooms. 
This would substantially increase flexibility and elimi- 
nate duplication. This utility area, often incorporating 
also certain laboratory facilities, does not have to be an 
enclosed room. On the contrary, an open bay, which does 
not entail the constant manipulation of an additional 
door, offers many advantages with respect to circulation 
and supervision. An inconspicuous location and at least 
partial shielding from patients’ view, as suggested on 
this plan, are nevertheless desirable features. 
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ORTHOPEDICS 


РЕвнАрз more than any other suite, the layout of the orthopedist’s 
office depends a great deal on the type of practice and working system 
of each individual physician. It is therefore extremely difficult to 
standardize on assumed, so-called * basic requirements." An infinite 
variety of possible activities will have to be considered in each in- 
stance, all influencing the planning to a considerable extent. If, for 
example, the orthopedist prepares arch supports and braces in his 
own office, he needs a special workshop for this purpose; if he is con- 
cerned with physical therapy and is assisted by one or more physical 
therapists, anything from a small room with a whirlpool bath up to a 
completely equipped gymnasium or exercise room may have to be 
included; if he prefers to do his own X-ray work, he will naturally 
require a separate X-ray room including film storage and darkroom. 
The plan shown here can obviously illustrate only one out of a mul- 
titude of different solutions. In addition to an examining room and a 
general treatment room, primarily intended for orthopedic work, a 
condensed physical therapy unit has been included for the sake of 
demonstration, It is divided into two curtained booths (one for 
hydrotherapy, and one for electrotherapy) with access through en 
open exercise area, incorporating some of the equipment normally en- 
countered in this department. It should, however, be remembered 
that the comparative lack of privacy о: this arrangement causes many 
physicians to prefer instead several separate rooms, even though de- 
cidedly more floor area is consumed thereby. If equipped as shown on 
the plan, the utility room serves as a general workroom for cleaning, 
preparing and storing supplies, instruments, plaster cart, etc., but, as 
mentioned before, its use is optional and adaptable to different ac- 
livities. If space permits, a separate entrance and waiting alcove for 
non-ambulant and crippled patients on crutches will often save 
uncomfortable situations. 
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RADIOLOGY 


Tue practice of the radiologist, in common with the one of the patholo- 
gist, differs from the other medical specialties in several respects. First of 
all, it assumes primarily the form of a consulting service for diagnosis and 
interpretation, and is therefore entirely dependent on the referral of pa- 
tients from other physicians. In the second place, many practicing 
radiologists have part-time connections with X-ray departments of hos- 
pitals, clinics and other institutions where they have additional facilities 
and equipment at their disposal. Although the center of activities is un- 
questionably the fully equipped diagnostic X-ray suite for radiographic 
and fluoroscopic work, complete with film storage, darkroom, toilet and 
dressing rooms, a small therapy room for X-ray and sometimes radium 
treatments may occasionally be desired by the radiologist. The location 
and thickness of lead lining in walls, floors and ceilings, and the extent 
of other X-ray protection devices for diagnostic and therapy room, de- 
pends of course on the type and capacity cf the equipment used. In any 
case, the controls of both rooms should be placed behind safe barriers 
with lead glass observation windows, permitting a full view of the patient 
during exposure to radiation. The diagnostic room should not be too 
restricted in size so as to allow referring physicians and even relatives to 
be present while the examination of a patient is in progress. The use of 
barium enemas in connection with certain X-ray examinations makes the 
inclusion of toilet facilities, immediately accessible from diagnostic room, 
a mandatory item on the list of requirements. The consultation room, 
which in this case serves also for viewing and interpreting of X-ray 
plates, should contain, in addition to the usual office furniture, film il- 
luminators, a stereoscopic viewer and film filing cabinets accommodating 
at least one year’s accumulation of exposed plates. Older films and records 
may be filed in separate storage areas, which frequently need to be some- 
what more liberal in the radiologist’s suite for this and other storage 
problems. 
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кувват, features, peculiar to the requirements of the 
dermatologist, distinguish this suite from some of the 
other offices. In the first place, as much good daylight 
as possible is an absolute “must” for the examination 
room. Since the initial interview and the patient’s his- 
tory is intimately related to the corresponding mani- 
festations of the complaint, many dermatologists prefer 
the combination of consultation and examination in one 
room over the usual separation into two. Such a dual 
purpose room must consequently be large enough to ac- 
commodate the functions and equipment ordinarily 
attributed to consultation room and examination room. 

Another indispensable facility of this suite is a pro- 
tected X-ray therapy room with exterior control sta- 
tion behind a lead glass observation window allowing 
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full view of entire table. In some offices as many as 80 
per cent of the patients receive X-ray treatment, in 
which case it may be necessary to equip more than one 
room with X-ray machines. Other treatment facilities, 
such as light ray and heat wave equipment, electro 
cautery and desiccation apparatus, etc., are concen- 
trated in a general treatment room. A special chair, 
which can easily be converted into a horizontal table, is, 
adaptable for treatment of patients in a sitting as well 
as in a reclining position. The indicated dressing alcoves, 
shielded by folding screens, illustrate an economical 
compromise between fully enclosed dressing rooms and 
entirely open accommodations, consisting of nothing 
but a chair and a hookstrip in one corner of examining 
or treatment room. (See also p. 121.) 
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In dealing with the design for an office intended for 
diagnosis and treatment of mental disorders, it should 
always be kept in mind that the psychiatrist's job can 
be facilitated or complicated by the patient's emotional 
reaction to the effect of the physical environment. This 
is especially important in the waiting room and in the 
consultation room where an inviting, relaxing atmos- 
phere, created by skillful treatment of space, texture, 
color and light, may vitally contribute to produce the 
desired release of tension which forms the necessary 
preliminary step in any successful psychiatric approach. 
In contrast to all other offices, the main emphasis in 
this suite is placed on the consultation room, in which 
the patients remain during most of their visits. Particu- 
larly important, according to some psychiatrists, is the 


relative position of the office furniture. The psychiatrist 
needs to maintain an intimate conversational contact 
with the patient (without interference by obstructing 
objects on desk). Since the nature of the psychiatrist’s 
work requires more time per patient than that of any 
other specialist, the number of daily office visits usually 
averages only about seven or eight, which means in 
turn that there is no need for a large waiting room. 
The general examination room, which should be accessi- 
ble from waiting area as well as from consultation room, 
serves for the customary routine physical check-up and 
for neurologic testing of reflexes. From a construction 
point of view it should be mentioned that acoustic pri- 
vacy is essential, a factor which may call for soundproof 
doors and sound insulation in the partitions. 
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Tue Consultation-Examination-Treatment section, 
which, according to the generally accepted formula for 
this area, should consist of at least three rooms, is lo- 
cated in its entirety along the preferred exterior wall of 
the suite. A relatively compact solution is nevertheless 
possible by arranging an inside waiting room, staff 
work area and recovery room along the opposite wall 
adjoining the public corridor. Again, the secretary’s 
office, which in this case also serves as private entrance 
for physician and personnel, dominates the scene from 
the point of view of circulation. It permits easy super- 
vision over waiting room, both entrances, interior cor- 
ridor, and it is conveniently located for calls from and 
access to consultation room, examination rooms and 
nurses’ workroom. A few special features to be con- 
sidered in the design of this suite merit at least some 
brief remarks. Since many urologists are accustomed to 
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perform radiographic examinations in their offices, a 
cystoscopic X-ray table with control unit and movable 
screen has been indicated. However, the volume of X- 
ray work is usually not large enough to justify the ex- 
pense of a separate dark room installation. The familiar 
laboratory-utility room combination can in most cases 
be made capable of absorbing the functions of the dark 
room by slightly increasing its size and by adding a film 
loading counter and developing tank in one corner of 
this room. It should be noted that no fixed X-ray pro- 
tection has been indicated on the plan, because the ex- 
tent and exact location of lead lining, if required, de- 
pends on such variable factors as the capacity of the 
tube, frequency of exposure, occupancy of adjoining 
rooms, etc. As in other suites where X-ray equipment is 
used, the installation should conform to the recom- 
mendations by the National Bureau of Standards. 
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Tue layout of the pathologist’s office depends first and 
foremost on the volume of work he handles, on the ar- 
rangement he may have in one capacity or another 
with one or more hospital laboratories, on the number 
of technicians he employs and on the type of referral 
connections he has with other physicians. The center of 
activities in his suite is the clinical laboratory for per- 
forming and interpreting an immense variety of di- 
agnostic tests and analyses. For ease of supervision and 
control, one single large room is said to have unques- 
tionable advantages over several smaller ones, unless the 
work load exceeds certain practical limits. In either case 
it is desirable to separate the activities into work areas 
for bacteriology, serology, chemistry, hematology, 


STAFF PATIENTS 
ENTRANCE a> 5. ЕМТВАМСЕ 


AREA = 649 SQUARE FEET 


histology, etc. Besides the laboratory proper, the 
pathologist needs an office which usually includes a 
separate counter for microscopic work, a general ex- 
amination room and at least one so-called treatment 
room. This room, containing a bed or couch, is not used 
for treatment in the common sense of the word. It is 
primarily intended for special procedures such as 
B.M.R.'s, E.K.G.’s, spinal punctures, and for collecting 
of blood specimens, smears, gastric fluids, etc. As in the 
majority of the other office suites, these last mentioned 
patient rooms should be designed and equipped for 
interchangeable use. Supplementing the specimen-tak- 
ing facilities, a toilet room adjoining the urinalysis 
section of the laboratory is a great convenience. 
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PROCTOLOGY > 


OPHTHALMOLOGY » 


4 PATHOLOGY 


Pnocrorocv, sometimes classified as a sub-specialty of 
surgery, could probably be practiced in a suite designed 
for a general surgeon with only minor adaptations. The 
list of planning requirements does not contain any par- 
ticularly outstanding items, and this layout was pri- 
marily included for the sake of completeness. The prin- 
cipal special features, deviating from the general surgi- 
cal program, may be summed up as follows: Instead of 
typical examining tables, often placed with head or side 
against a wall, all examination and treatment rooms 
should be equipped with free-standing proctoscopic 


tilt tables. It will also be necessary to provide suction 
outlets in these rooms. Here, as in several other offices, 
the inclusion of at least one toilet within the suite is 
considered unavoidable. Sometimes preference is ex- 
pressed for locating it in a treatment or even in a re- 
covery room so that it can also be used in connection 
with high colonic irrigations and other procedures. A 
compact nurses' work space, which is in effect a combina- 
tion utility room and laboratory with storage closets, 
similar to the one proposed for the surgeon, will most 
likely answer the proctologist's needs as well. 
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"Tus ophthalmologist, like the ear-nose-throat specialist, 
being concerned primarily with examinations performed 
on the head and usually with the patient in a sitting 
position, substitutes the less space-consuming barber 
type chair for the customary examining table used by 
other specialists. This advantage is, however, offset by 
his request for a 20 ft distance between patient's chair 
and vision chart. 

Although mirrors and special charts designed for 
shorter distances are frequently used to conserve space, 
ophthalmologists agree that these substitutes are at 
best only compromises which should be avoided wher- 
ever possible. Here again office consultation and ex- 
amination are ordinarily combined in one single space 
by reserving one corner of the examining room for desk, 
chairs and bookcase. In the examination room and 
orthoptics room, special attention should be given to 
the correct location of each piece of equipment, particu- 
larly the proper relationship between patient's chair, 
doctor's stool and trial lens case as shown. If orthoptic 
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work is included in the ophthalmologist’s practice and 
he employs a full-time technician, the inclusion of a 
separate room for that purpose is almost indispensable. 
It provides independent work space for corrective train- 
ing of cross-eyed children, for the exacting and time- 
consuming perimetric testing of field of vision, and for a 
variety of other procedures which can conveniently be 
handled by a nurse or an assistant. Although the 20 ft 
length is not essential in this room, it will be a definite 
advantage to design it for this distance so that it can 
also be used as a second examining room. The treatment 
room, where horizontal positioning of the patient is 
sometimes necessary, may contain beside the special 
chair with adjustable back and head rest, a couch which 
will also serve for certain treatments as well as for re- 
covery. The waiting room should be large enough to ac- 
commodate patients during their initial visit which re- 
quires two separate examinations and lasts about two 
hours. The greater part of these two hours is spent in the 
waiting room where dilating eye drops are administered. 
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MEDICAL BUILDING 


{үс Medical Building at Hartford is an unusually 
fine example of the principle that staff doctors’ 
offices should be grouped near the hospital. It also offers 
a splendid case history of planning procedure to make 
that grouping most effective. 

On the first point, the building brings together a 
hundred or so of the staff doctors in a building directly 
connected to the hospital. A year's operation has dem- 
onstrated that it saves time for doctors and patients, 
improves the scheduling of many hospital functions, 
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The Medical Building, though it is at- 
tached to Hartford Hospital, expresses 
its own plan requirements in form and 
fenestration. But it does use the same 
exterior materials and thus ‘‘fits in" 
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AT HARTFORD HOSPITAL 


Connecticut Mutual Life Insurance Company, Owner 


Moore & Salsbury, Architects 


Robert Loomis, Structural Engineer 


H. B. Van Zelm, Mechanical Engineer 


from ward visits to operations, and gives the assurance 
of quick attention to patients in the hospital. It might 
also be mentioned that it is a wonderfully stable in- 
vestment for its owners. 

'The planning of the building became a well organized 
effort, so that the rather complicated needs of the physi- 
cians could be studied and accommodated. The tenants 
being well known in advance, a doctors’ committee was 
organized and given power to decide close questions 
with architects and owners in the group interest. And 


finally a sort of assembly line procedure was adopted to 
settle final details with individual tenants or tenant 
groups. All doctors who had tentatively signed up sub- 
mitted questionnaire forms giving enough information 
to enable the architect to arrive at an area total and an 
approximation of mechanical services required. Also, 
the owner could work out rental figures in advance, at 
which point individual doctors made definite commit- 
ments. There were fixed agreements as to standard and 
special equipment. With such matters agreed upon, 
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each doctor or group made appointments with the archi- 
tects, and final layouts and details were settled upon. 
It therefore was possible to meet individual needs with- 
out getting hopelessly bogged down in negotiations. 
The building is attached to the new Hartford Hospi- 
tal, with direct communication on the lower floors. In 
spite of this close connection, the architects did not feel 
it necessary to duplicate the architectural expression 
of the hospital. There is a family resemblance, from the 
same basic exterior materials and some similarity in 
fenestration. But in general the Medical Building fol- 
lows its own plan requirements and window arrange- 
ments. Windows are of the casement type with pro- 


jected steel sash. All have permanent inside screens and 
venetian blinds. | 

The building is of firesafe construction, with steel 
frame, white glazed brick facing and cinder block back- 
up. Floors are of cinder concrete, concrete filled. 

Ceilings throughout are suspended, using demount- 
able metal acoustic tile. Besides providing good sound 
treatment, this system allows wiring and plumbing lines 
to be run in the ceiling space, then dropped as required 
in the partitions. All partitions within suites are hollow 
metal flush-type panels, delivered to the building in 
specified colors. Ceilings and floors were finished in ad- 
vance of partitions, for ease in alterations. 
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Here are a few more or less typical waiting 
rooms, and, above, the drug store. All inte- 
rior spaces have metal pan acoustic ceilings, 
suspended below a space left for plumbing 
and electrical lines, demountable metal 
partitions, prefinished to individual order 
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Office layouts in medical buildings have 
a habit of becoming complicated. These 
views give some idea of varying require- 
ments as fo use and equipment. There 
were standard agreements as to amount 
of plumbing and other equipment to be 
furnished by the owner, the rest to be in- 
stalled by the building, billed to tenant 
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OFFICES FOR TWO DOCTORS 


McHenry Clinic, McHenry, Ill. 


John Van Der Muelen, Architect 


T little building was built by a physician-surgeon for his own 
use, with a second suite for a dentist. There were also three 
other offices, intended for rental to non-professional tenants. But 
the building was so nice, the location so good, that there was heavy 
demand for them from other doctors who work occasionally in the 
vicinity. So the three small offices are now shared by six Chicago 
specialists, each of whom spends pre-arranged hours in consulta- 
tions here. A laboratory, not originally planned, is now occupied 
by a full-time technician serving all the doctors. There are fa- 
cilities for emergency operating. but not for hospitalization. 
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The building becomes elevated toward the rear, pro- 
viding daylight for a small apartment and medical 
laboratory in the basement. The laboratory was an 
afterthought, made necessary by the crowding in of 


specialists not originally contemplated. as tenants 


Building has a frame of steel beams and columns, with 
wood studs and joists. Exterior surfaces are brick and 
vertical T & G wood. Floors are of plywood with 
linoleum surfacing. Interior walls are of painted plaster 
over wood studs. Fluorescent lighting in ceiling troffers 
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SUBURBAN BUILDING FOR DOCTORS 


oT all doctors want to be close to the business dis- 
N trict or even to the hospital. This little building 
is, then, a reversal of the centralization idea that was 
paramount in foregoing examples. Indeed it seems to 
represent an excellent idea for commercial development 
of outlying property. The site in this instance was once 
an apricot orchard, now in process of subdivision. Its 
frontage on three boulevards made commercial build- 
ings seem logical, and a medical building was a good 
beginning. 

The building is designed for the separate practices 
of a physician and a dentist. It was planned so that 
complete separation could be maintained, with sepa- 
rate entrances and waiting rooms. Nevertheless, the 
architects considered it wise to keep reception areas 
close together, so that should occasion arise the two 
suites could be joined together for operation with a 
single receptionist. 

The long porchlike affair with its elevated planting 
beds is not as whimsical as it might appear. This is the 
western exposure, and the hot afternoon sun here is 
something to contend with. The roof extension protects 
the west side of the building completely, and the flower 
beds add further cooling effect. 
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Medical Building, North Hollywood, Calif. 


Edna Vetter, Owner 
Office of Randall Duell, Architect 
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Exterior is common brick; interior 
walls are frame and stucco. Floors 
are asphalt tile over concrete slab 
There is a separate forced air: unit 
for each suite that can be used for 
cooling in summer. As additional 
protection from heat the roof was 
extended on west side to keep off 
the hot afternoon sun 
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MEDICAL OFFICES 
WITH PARKING 


Shaw Medical Building, San Francisco 


Francis Ellsworth Lloyd, Architect 


UILT to the requirements of three pediatri- 

cians, this building was put in a residential 
location. This was, of course, to make it easy 
for mothers and small children to visit the doc- 
tors, but it has the happy effect of lessening the 
number of supernumeraries who accompanied 
the mothers, for now a visit to the doctor is 
much less an occasion than when the offices 
were downtown. The building was set back for 
convenience in parking. 

Making the small fry seem at home was 
given much attention by the architect. Colors 
and general feel were made as homelike as pos- 
sible, and the small outside court provides a 
play area for waiting tots. 

The plan gives exceptionally good separation 
to waiting, business and consultation areas. 
The one consultation room at the front is for 
an allergist, whose appointments are brief. 
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MEDICAL BUILDING IN THREE UNITS 


600 South San Vicente Boulevard, Los Angeles 


Te doctor-owners' request for three separate units 
here produced a unique plan solution for a building 
on a narrow lot. The conventional scheme in these parts 
calls for two front units and a third distinctly rear one 
reached by a long exterior walk. But in the scheme 
developed (plan above) the rear unit has been found to 
be the preferred location. Its patients use the same 
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Rolf Sklarek, Architect 


entrance, it gains convenience to the parking space, 
and patio gives it extra pleasantness. 

The patio, incidentally, aids in the acoustical isolation 
of the three units, beside contributing its graciousness 
to the building. This scheme had the further merit of 
utilizing parking space to best advantage, since no 
space need be left for turn-arounds. 
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Since the building has a solid slab floor, planning 
for flexibility in plumbing lines was something of a 
problem. Many possible layout schemes were consid- 
ered, to be sure that original plumbing installations 
would accommodate the most combinations of space. 

A tight budget prevented the contemplated use of 
metal demountable partitions. Each unit is constructed 
with full-span roof rafters, so that no partitions need 
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be load bearing. End walls were built as rigid frames, 
with some steel, for earthquake resistance. 

'The building uses a unique system of radiant floor 
heating and radiant cooling with the same piping, in 
combination with a "heat-pump" central unit. Results 
of this courageous choice have been quite good. How- 
ever, the system is much too involved for description 
here; it will be reported in detail in a later issue. 


An enclosed patio not only adds a pleasant note to 
two of the three reception rooms, but also serves to 
maintain acoustical separation of the suites. A cor- 
ridor serves the same purpose of isolation, so that 
each suite is in effect a different building. In this 
scheme the rear unit has proved the most desirable 
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MOVING STAIRWAYS IN OFFICE BUILDINGS 


By G. B. Gusrae 


Voorhees, Walker, Foley & Smith, Architects 


URING the past two years, there has 
been a noticeable increase in the 
use of moving stairways for vertical 
transportation in office buildings. They 
were installed in the Chrysler Corpora- 
tion Building, Highland Park, Mich., in 
1948 to serve from the ground to fifth 
floor. Large groups of employees are 
transported from the ground to the 
eighth floor in the John Hancock Build- 
ing by 4-ft moving stairways. Remain- 
ing floors of this 26-story building are 
served by 21 elevators. All floors of the 
five-story Tennessee Coal and Iron Co. 
building, Fairfield, Ala., will be reached 
by 14 moving stairways. 

Office buildings have a high density 
population, normally requiring large 
elevator plants involving considerable 
capital outlay. This is especially true in 
single purpose office buildings where all 
employees arrive and leave practically 
simultaneously. 

The substitution of moving stairways 
for some or all of the required elevators 
in office buildings to reduce costs has 
met with success. The objective of this 
article is to compare the economics and 
services of both and thus furnish tenta- 
tive guide lines for determining how 
many moving stairways should be used 
in a projected office building with any 
number of stories. 


All floors of the Chrysler Corp. administration building are 
reached by moving stairways. Albert Kahn Associates, Architects 


General Rules 

(1) Moving stairs should be considered 
for buildings with 600 or more people 
distributed above the main floor. 

(2) Moving stairways should be limited 
to an overall rise of 6 floors for satis- 
factory service. The rise certainly should 
not exceed 8 floors, unless special condi- 
tions such as heavy inter-floor traffic 
justify it. 

(3) In a vertical transportation system 
employing moving stairways, at least 
one service elevator must be provided 
for carrying disabled persons and freight. 
(4) Moving stairways are preferable 
to an economically equivalent or costlier 
elevator installation. 

(5) Even in cases of economic disadvan- 
tage, the elimination of machine room 
and elevator pits, lesser steel loads, the 
immediate availability, large carrying 
capacity or requirement of rapid clearing 
or filling of a building may be determin- 
ing factors. 


Moving Stairway Chosen 

At present the moving stairway sizes 
have been standardized at 2 ft, 3 ft, 4 ft 
and 32 in. widths. The latter is known 
as the "budget" size. These stairways 
are theoretically capable of carrying 
4000, 6000, 8000 and 5000 persons per 
hr, respectively. 


The 32 in. size has been chosen for 
this study because it is best suited for 
an average office building from the eco- 
nomic point of view. Some of the fea- 
tures of this stairway are: 


Approximate width of step 24 in. 
Space between balustrades 32 in. 
Speed 90 to 125 ft per min (along incline) 
Capacity 5000 to 6500 persons per hr 
Cost $22,000 to $25,000 per unit 


A speed of 125 fpm and the unit cost 
of $25,000 have been assumed in all 
discussions. 


Advantages of Moving Stairways 

Availability. The moving stairway is 
available to passengers for immediate 
use at all times thus eliminating the 
waiting period and floor stops inherent 
in any elevator installation. 

Carrying Capacity. The size “32,” 125 
fpm moving stairway has a rated ca- 
pacity of 540 persons in a 5 min interval. 
This is equivalent to about fourteen 
2500 Ib or about eleven 3500 lb eleva- 
tors.* 

Space Occupied. The area required for 
two, side by side, moving stairway 
units ** is 814 ft wide and about 50 ft 


* Based on two round trips in 5 min. 


** 4 moving stairway unit is the mechanism, 
one step wide, for one story. 


Moving stairways in John Hancock Building run from ground floor 


to the eighth; elevators serve rest. Cram and Ferguson, Architects 
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long. This length includes 8 ft access at 
each end of every unit. The total area is 
425 sq ft. 

The area required for three average 
size elevators including an 8-ft wide 
access corridor is about 17 ft wide and 
30 ft long or 510 sq ft. 

Since various codes permit the use of 
moving stairways as means of egress, 
the cost of at least one stationary stair 
and the value of additional floor space 
made available can be applied against 
the cost of the moving stairway. 

Elevator Attendants. The substitution 
of moving stairways for elevators dis- 
penses with the services of elevator at- 
tendants. The yearly cost of an elevator 
attendant in the New York City area 
has been estimated at $5000. This in- 
cludes a yearly salary of $3500, the cost 
of relief, starter, uniform and insurance. 

Machine Room and Pit. The substitu- 
tion of moving stairways for elevators 
eliminates the need for an elevator ma- 
chine room on top of the building and 
elevator pits under the lowest landing. 
Under some circumstances this saving 
may be considerable. 

Power. A moving stairway unit re- 
quires 2 to 3 kw of electric power per hr 
as compared with 5 to 10 kw per hr for 
each elevator. 

Supporting Steel. The weight and live 
load of two average moving stairway 
units per floor is about 60,000 Ib as 
compared with the 60,000 lb for each 
elevator. The steel supporting the load 
of an elevator must extend in uniform 
size through the entire height of the 
building whereas the steel supporting 
the loads of the moving stairway units 
can be decreased in size from floor to 
floor as the successive number of stair- 
way units decreases. 


Shutdown. The shutdown of an eleva- 
tor deprives the building of one unit of 
vertical transportation for all floors. The 
shutdown of one moving stairway af- 
fects only one floor in one direction. The 
adjacent stairway unit can be made to 
reverse its direction of travel so as to 
take the place of the shutdown unit 
should this be necessary. 


Disadvantages of Moving Stairs 


Speed. The obvious disadvantage of 
the moving stairway is the relatively 
slow speed of vertical transportation. 
Although the moving stairway has a 
very large passenger carrying capacity 
as compared with elevators, its vertical 
speed at its best is only 60 fpm. Consid- 
ering the additional 5 to 8 sec required 
for walking between stairway units, 
the vertical speed of a 125 fpm stairway 
is equal to an elevator speed of 35 fpm. 

The fact that the same passenger may 
have to wait as long as 2 min for elevator 
service in no way alters his reaction to 
the apparently long travel time on the 
moving stairway. A certain amount of 
education in this sphere would contrib- 
ute a good deal to a more positive atti- 
tude of the public to the moving stair- 
way as a means of transportation to 
higher floors. 

Personal Feeling. To some passengers 
a moving stairway represents transpor- 
tation where the passengers have to do a 
good deal of work as contrasted with 
the attendant operated elevators where 
the passengers are being transported at 
their leisure. Obviously, more alertness 
is required of the moving stairway 
passenger than of the relatively relaxed 
person in an attendant operated ele- 
vator. 

Disabled Persons and Freight. 'The 


moving stairway is unsuitable for those 
partially or totally disabled, for the in- 
firm, for some aged persons and for 
those who suffer from certain phobias. 

Freight loads, such as desks, chairs, 
tables, filing cabinets, safes, refuse, etc., 
common in office buildings, cannot be 
transported on a moving stairway. 

To provide vertical transportation for 
disabled persons and freight at least onc 
elevator must be provided with a mov- 
ing stairway installation. 


Daily Cost of Moving Stairways 
and. Elevators 

The daily cost values, as indicated in 
Table I, show that an average moving 
stair unit costs about $9.15 per day, 
self-service elevators $8.50 to $24.90 per 
day, and attendant operated elevators 
$25.20 to $41.60 per day. These values 
will be used for determining the eco- 
nomic feasibility of replacing elevator 
installations with moving stairways. 


When Should Moving Stairways 
Be Considered? 


Table II was prepared to help deter- 
mine when moving stairways should be 
used. The values in the table indicate 
the number of elevators which are eco- 
nomically equivalent to a respective 
moving stairway installation. For in- 
stance, in a 4-story building, 6 moving 
stairway units and one freight elevator 
will cost $63.40 per day. Five $30,000 
self-service elevators will cost, as ex- 
plained in the subsequent paragraph, 
$65.50 per day. The two cost values are 
practically equivalent. Therefore, in a 
4-story building, whenever five or more 
$30,000 self-service, or two or more at- 
tendant operated elevators are contem- 
plated, the use of a moving stairway 


Table | is not a com- 
parison of costs of ele- 
valor and moving stair, 


TABLE I — DAILY COST OF MOVING STAIRWAY AND ELEVATOR 


= — 1 


but a list of various 
costs, on a daily basis. 
Notice that the daily 
cost of moving stairway 
shown must be multi- 
plied by the number of 


Maintenance 


floors served. Elevator 
Space Cost 


costs shown are for the 


entire installation, the Daily Cost— 


choice depending оп 
many factors—height, 


speed, building popu- 


Moving Stair Uni! 
(one-story) 


Capital Invested 
Capital Recovery 
Liability Insurance 
Electric Power 


Total Cost per year 


self-service 


Daily Cost with 
elevator attendant 


25,000 20,000 25,000 30,000 
1450.00 | 1160.00 1450.00 1740.00 
200.00 50.00 50.00 50.00 
270.00 550.00 600.00 650.00 
500.00 500.00 600.00 700.00 
320.00 300.00 300.00 300.00 
2740.00 | 2560.00 3000.00 3440.00 
9.15 8.50 10.00 11.50 
25.20 26.70 28.20 


ELEVATOR (various stories) 


40,000 50,000 60,000 70,000 80,000 
2320.00 2900.00 3480.00 4050.00 4620.00 | 
50.00 50.00 50.00 50.00 50.00 | 
700.00 750.00 800.00 850.00 900.00 | 
900.00 1100.00 1300.00 1400.00 1600.00 
300.00 300.00 300.00 300.00 300.00 | 


4270.00 5100.00 5930.00 6650.00 7470.00 


14.20 


30.90 


17.00 19.80 22.20 24.90 


33.70 36.50 38.90 41.60 


lation, etc. 
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A capital recovery factor of 0.05783 was based on 30 year 
life of equipment, 300 days per year and 4 per cent return. 
(This is the money that has to be put aside to replace the 
installation at the end of 30 years.) 

The liability insurance premiums are estimated. The 


cost of power is estimated at 3 cents per kwh, 10 hrs each 
day. Cost of occupied space is based on 82.00 per sq ft per 
yr. Cost of an elevator attendant is estimated at $16.70 
per 10 hr day, including the cost of relief, starter. uniform 
and insurance. 
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installation with one freight elevator 
would be preferable. 

Since a moving stairway installation 
occupies 15 per cent less space than 
three average elevators, a space value 
correction factor was included in the 
elevator figures of Table II. 

For instance, the moving stairway 
installation in a 4-story building costs 
$63.40 per day. Five $30,000 self-service 
elevators cost $57.50 per day. The sub- 
stitution of moving stairways for the 
five elevators would occupy the space 
for only three cars. 

The space released would be 2 by 150 
ft per floor or a total of 1200 sq ft for 
the four floors. At the value of $2.00 
per sq ft per year, this space is worth 
$2400.00 per year or $8.00 per day. 
Adding the space value to the elevator 
cost we obtain a figure of $57.50 plus 
$8.00 or $65.50, showing that an in- 
stallation of five $30,000 self-service 
elevators is economically equivalent to 
a moving stairway installation. 

It is interesting to note that, in some 
instances, an elevator installation may 
represent the same daily cost as the 
respective moving stairway installation, 
and yet the initial capital is not the 
same. For instance, for an 8-story build- 
ing, six $70,000 elevators have the same 
daily cost as a moving stairway installa- 
tion although the former will cost 
$420,000 to install and the latter only 
$375,000. 

Another point worthy of note is the 
unusually small number of elevators 


Table II gives a break point at which a certain elevator installa- 
tion exceeds the cost of a moving stairway. In other words, hav- 
ing determined an indicated elevator installation, for a certain 


operated by attendants, that can be 
made economically equivalent to a mov- 
ing stairway installation. In a 4-story 
building whenever two or more $30,000 
attendant operated elevators are con- 
templated a moving stairway installa- 
tion should be considered preferable. 
The preference of a moving stairway 
over an economically equivalent ele- 
vator installation is due to considerably 
larger carrying capacity of the former. 


Examples 


The following examples illustrate the 
application of Table II in determining 
whether elevators or moving stairways 
should be used. 

Example 1 

Height — 4 stories 

Population — 280 per floor or 840 above 
main floor 

Elevators required — 5 of the $30,000 
class 

According to the data in Table II, 
five $30,000 elevators are economically 
equivalent to a moving stairway in- 
stallation. The moving stairway would 
be preferable. If attendant operated 
elevators are contemplated, the moving 
stairway installation will be consider- 
ably less expensive. 


Example 2 


Height — 6 stories 
Population — 190 per floor, or 950 above 


main floor 
Elevators required —6 of the $40,000 
class 


Referring to data in Table II we find 
that the moving stairway installation 
is preferable regardless whether the ele- 
vators are of the self-service or of the 
attendant operated type. The moving 
stairway will be considerably less ex- 
pensive than attendant operated ele- 
vators. 


Example 3 
Height — 14 stories 
Population — 2800 above main floor 
Elevators required — 12 of the $70,060 
class 

We note from data in Table II that 
for a 7-story building, 3 attendant oper- 
ated $70,000 elevators are economically 
equivalent to a moving stairway installa- 
tion. By substituting moving stairways 
for 6 attendant operated elevators to 
provide service to the 7th floor, and by 
running 6 attendant operated elevators 
express to the 7th floor and local 7th to 
14th floor, considerably better service 
will be obtained at lesser expense. 


Example 4 
Height — 12 stories 
Population — 1000 above main floor 
Elevators required — 6 of the $60,000 
class, attendant operated for fair 
service 
By substituting moving stairways for 
3 attendant operated $60,000 elevators 
serving main to 6th floor, and running 3 
elevators express to 6th floor and local 
6th to 12th floor, considerably better 
service will be obtained at same cost. 


building, the designer may check, in this table, whether it is 
more or less expensive than a moving stairway plus one freight 
elevator. Basis is daily costs as determined from Table | 
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TABLE Il 4 FLOORS 5 FLOORS 6 FLOORS 7 FLOORS 8 FLOORS 
Self- with Self- with Self- with Self- with Self- with 
Service attend. Service attend. Service attend. Service attend. Service attend. 
Number of 
moving stair units 6 8 10 12 14 
Moving 
Stairway Number of freight 
Installation elevators 1 1 1 1 1 
Installation Cost 170,000 220,000 275,000 325,000 375,000 
Daily Cost 63.40 81.70 101.20 119.50 137.80 
(from Table I) 
Economically No. @ $20,000 6 2 7 3 8 3 9 4 9 5 
Equivalent No. (à) $25,000 5 2 6 3 7 3 8 4 9 4 
Elevator No. @ $30,000 5 2 6 3 7 3 7 4 8 4 
Installation No. @ $40,000 4 2 5 2 6 3 7 3 7 4 
based on No. @ $50,000 4 2 4 2 5 3 6 3 7 4 
Daily Cost No. @ $60,000 3 1 4 2 5 3 5 3 6 3 
No. @ $70,000 3 1 4 2 4 2 5 3 6 3 
No. @ $80,000 3 1 3 2 4 2 5 3 5 3 


Bold numbers indicate most logical elevator installations 
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COOLER 


To free floor space of this shop- 
ping center in Portland, Ore., 
the engineer designed the roof 
to hang from five huge con- 


crete frames 


Art Commercial Studios Photo 


STORE ROOF HANGS FROM CONCRETE FRAMES 


Designer: Leslie E. Poole, Engineer 


RED MEYER BURLINGAME is a com- 
F plete shopping center under one 
roof: it combines a super market, drug 
store, coffee shop, apparel shop and ap- 
pliance store. To enclose all these facili- 
ties takes a big roof. And if this roof 


were supported by conventional wood 
trusses and posts, the flexibility of mer- 
chandise display and location of traffic 
areas would have been limited. 

The designer neatly solved this 
problem by suspending the roof and 


Ackroyd Photography Inc. 


LEN l. 8r jo GT 


113-1078" 


Contractor: A. M. Hocken 


ceiling from lightweight concrete frames. 
Trussed wood joists to which the roofing 
and ceiling are attached, hang from tie 
beams of the frames. 

In describing the concrete frames, Mr. 
Poole says that the savings in steel 


5xT' Vert. Sliding Door + 


Locker Rooms 
Above оп = 
Mezzanine 
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The vertical haunches of the concrete frames project down 
through the roof as shown in the inset. This simplifies the 
flashing and improves the appearance over an A" frame 


Ar! Commercial Studios Photos 
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brought about by the light weight paid 
for the additional cost of the concrete 
above that of regular aggregate con- 
crete. He reports that the simplified roof 
construction compensated for the addi- 
tional cost of the concrete frames, so 
the overall cost was no more than with a 
conventional wood truss roof. 

All concrete above the floor line is 
lightweight, using an expanded shale ag- 
gregate. 

The roof support in areas not spanned 
by the five large frames consists of (1) 
concrete beams and trussed wood joists 
extending from the frames to the rear 
wall and (2) steel trusses and wood 
trusses extending from the frames to 
remaining exterior walls. 
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Below and right: drawings show location and amount of reinforcing in what is 
virtually a tied, 3-hinged frame. Flexibility of thin sections is assumed to 


provide hinging action. Concrete is lightweight, using expanded shale B | ыйла: йада P 
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Above, left: flashing detail of hangar rod; roofing is built-up asbestos. Above right: typical wood truss; this one spans between concrete frames 
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THIS ENGINEER TRAVELS IN COMFORT 


By Fred N. Severud 


The author, well-known structural engineer, frequently takes the 


body for an analogy in explaining principles of structural design. 


Now, Mr. Severud tells how, in what he calls **sedentary cogitations,” 


he has rested while traveling by applying these selfsame principles. 


Sketches by Walker O. Cain 


ID it ever occur to you what a great 
D part of your life you spend sitting? 
Sometimes with very little to do. Why 
not use some of that time to think about 
how your body acts as a structure? The 
most amazing, thrilling, versatile struc- 
ture on the whole earth. 

We had a combined gardener and 
handy man working for us until a few 
years ago. He was married but stayed in 
his own room at our house most of the 
time and didn't go home very often. 
When I asked him why, he answered, 
“Oh, I don't know how to set around 
any more at home." So let us study the 
art of "setting around," particularly as 
it helps us broaden our understanding of 
structural principles. 


"Sometimes to relax | take an 
unnecessary taxi ride" 


Sometimes when I need to relax, I 
take an unnecessary taxi ride, lean way 
back and put my arm under the small 
of my back. You can see how uncom- 
fortable this position would be without 
the arm. 'The torso would then have to 
carry its load as a beam from the shoul- 
der to the buttocks. The torso would 
depend upon the back muscles in tension 
to carry the load, partly as catenaries 
and partly as "reinforcing rods" of a 
beam. It would soon get tired and would 
send telegrams to the brain that they 
had been unfairly treated and wanted 
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relief. The arm alters this situation 
radically. An intermediary support has 
been added. The catenary action of the 
muscles has been almost entirely elim- 
inated and the torso now acts as a con- 
tinuous beam on very short spans. Try 
it sometime and you'll see what I mean. 
You can “set around” in that position 
for hours without getting tired. 

Another approach involving different 
principles may best be illustrated by a 
little story. A few years ago I was visit- 
ing Iceland in connection with a pro- 
jected government broadcasting station 
there. I timed my visit so that I would 
be able to hear my brother, Harald 
Saeverud, conduct some of his composi- 
tions on his fiftieth anniversary in 
Bergen, Norway. 

Something went wrong with the reser- 
vations so I had to sit up all night on the 
train from Oslo to Bergen after having 
just spent a night on the plane from Ice- 
land. I knew I would be called upon to 
give a few speeches in my half-forgotten 
native tongue so the situation called for 


some real thinking about how to "set 


"It gave passengers first a shock, 
then a chuckle” 


LEN DEM ККЕ UT 


around " during the night in order to get 
some rest. A crowded train, hard wooden 
benches; it was quite a problem. 

It had to be solved within my own 
vertical space allotment and with what- 
ever equipment was immediately avail- 
able. If I could only get rid of my 
head! This relentless load bears down 
upon the vertebrae and adds to the 
"soil" pressure under the buttocks. 
Supporting the head on the arms with 
the elbows resting on the knees is only 
temporary relief. As you drop off to 
sleep the knees won't stay in position. 
This could be helped by binding a scarf 
around the two knees and tying them 
together, but the overloading at the 
sharp point of the elbow soon becomes 
unbearable. Also the load from the knees 
to the soles of the feet would give 
trouble. 

No, the solution had to be more 
drastic than that. If only the weight of 
the head could be carried by some me- 
chanical means outside of the body! 
With this thought in mind, the solution 
became rather obvious. Above me was 
the baggage rack. I had a scarf and a 
strap so I made a loop of the scarf to 
hang my head in, and connected the 
looped scarf to the baggage rack by the 
strap, and finally dozed off very peace- 
fully in this position. Not only was the 
load off the head, but also a certain por- 
tion of the weight of the torso was 
taken away from the body so that all 
pressures were minimized. In addition 
to giving me a good night's sleep, it gave 
my fellow passengers first a shock, when 
they thought I was going to end it all, 
and then a chuckle when they caught on. 

A similar solution, not quite so dra- 
matic, resulted from a trip from Toronto 
to Winnipeg. Here again, necessity was 
the mother of invention. Due to bad 
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weather, the few hours' sleep that I had 
planned on catching at Toronto were 
gone, and I had to go on directly to 
Winnipeg after having been up all night. 
My lecture there was at 3 p.m., and the 
plane was due to arrive at two o'clock. 
On an airplane, the undignified solution 
that would be tolerated with amuse- 
ment in a Norwegian coach would be 
very much out of place. So how then 
could I get rid of the weight of the head 
in a more dignified way? If not in ten- 
sion, then why not in compression? 


"The only compression member available 
was the removable arm" 


'The only compression member avail- 
able was the removable arm separating 
the two seats. The adjacent seat was 
fortunately empty. I took the separating 
arm out, and, after a few trial-and-error 
experiments, slanted the arm so that a 
pillow placed on it would be level with 
the window sill and rest partly on the 
sill and partly on the separating arm. 
'This carried the load of the head very 
nicely and mechanically to the floor of 
the plane. The torso had to be slanted as 
shown in the sketch, and this posed a 
secondary problem. This position would 
lift the left buttock off the seat and put 
too much concentration on the other. 
This was easily remedied by bunching 
up a blanket simulating a slanting chair 
bottom. A thick book or a briefcase 
would have done just as well. (Hint to 
commuters resting elbows on window 
sills.) In this position I had no trouble 
catching up on my sleep, and the lecture 
was at least better than it might have 
been. 

I believe, however, that the most com- 
fortable position that I have slept in on 
an airplane was on my first crossing of 
the Atlantic. There I had the advantage 
that not only was the adjacent seat 
vacant, but also the two seats ahead of 
me. Obviously, a horizontal position 
giving uniform support for the. whole 
length of the body is by far the most 
restful. With my long legs this is not 
easy to obtain unless some additional 
supporting area is provided. With the 
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"The most comfortable position 
I have slept in on an airplane" 


extra seats and the blankets available, 
this became a challenge. Obviously the 
blankets could be made to carry load if 
I only had some place to hang them 
from. The solution was simple enough, 
as shown in the sketch. 

While we are on this subject, I'd like, 
as a matter of completeness, to wind up 
with an exploration of the possibilities 
of developing furniture which leans for- 
ward instead of backwards! It seems to 
me that it has been taken for granted 
that only by leaning backwards can a 
restful posture be obtained in a practical 
manner. Maybe so, but I should like to 
challenge it just to see what it leads to. 

A practical illustration of the forward 
resting principle may be helpful in such a 
discussion. I’ve made myself a rather 
crude rest for the head and shoulder 
with this thought in mind. I made it to 
use in traveling, but I have been too 


“А practical demonstration 
of the forward resting principle" 


busy to refine it beyond its first crude 
stage. I have, however, clearly in mind 
how it can be rearranged to provide a 
very light, portable, compact unit with 
deflatable rubber pillows that could 
easily be taken along in travels for any 
distance. Let me first describe the con- 
traption that I have made. 


It consists of three pieces of wood 
nailed together as shown in the sketch, 
with a leg for ground support. By plac- 
ing four pillows, two on the front 
projections to rest the head on and one 
under each shoulder on the rear pro- 
jections, and bringing the load from 
the center table down to the ground 
through a single leg, a very restful pos- 
ture is obtained. You have to experience 
it to find out just how restful and sooth- 
ing it is. The leg should be so arranged 
on the center table that the weight of 
the head will tip the shoulder supports 
upward so that a slight stretching of the 
vertebrae will result. 

Looking at the sketch will show you 
how much of the body load is carried 
directly to the ground, freeing the verte- 
brae of most of the load and putting 
some of them under tension, which is a 
refreshing change from the relentless 
pressure they are normally under. Rest- 
ing on this "front-chair" is one of the 
most relaxing experiences you have ever 
had. I feel certain that some of the 
principles employed in this front-chair 
may be very useful under certain cir- 
cumstances. 

It may be that chairs can be made to 
sit in, either as back-chairs or front- 
chairs. Be that as it may, I think that 
it's high time that railroad and airplane 
companies study this whole situation 
from a fresh viewpoint so that “setting 
around” on a long trip can be a pleasure 
rather than the slow torture it now is. 

The last sketch shows a more dignified 
and maybe a more practical travel aid. 
Again shoulders and head are mechan- 
ically supported, by-passing the verte- 
brae. 

To conclude, then, giving a thought 
to your body as a structure is worth 
while in many ways. Try it. 


"More dignified, and maybe 
a more practical travel aid" 
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Waen completed this year, the Cleve- 
land Parkway Gardens will contain a 
total of 1219 three- and four-room suites, 
each equipped with its own central- 
fired, automatic warm air system. Both 
installation and operating economy, as 
well as tenant-controlled comfort, were 
deciding factors. 

Since each heating plant will be con- 
trolled by its own thermostat and served 
by its own gas line, piped through a 
meter assigned to the tenant, the tenant 


Skeletonized layout shows air distribution. Furnace (by dashed 
outline) delivers warm air to rooms through plenum and ducts 
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can use the heat just as he wants it. 
Management will make necessary re- 
pairs and take care of normal mainte- 
nance. 

The 40,000 Btu input furnace for each 
apartment occupies only 16 by 23 in. of 
floor space, so it is easily housed in a 
small closet along with the water heater. 

Ducts suspended from the ceiling 
joists distribute heat to registers located 
on the high side of the walls. Space be- 
tween the concrete floor of the apart- 


Above: floor plans of the types of suites in Parkway Gardens apartments, Parma, 
Ohio, each of which has its own warm air furnace. Left: furnace occupies 
area only 16 by 23 in. and is housed in closet along with the hot water heater 


EACH APARTMENT HAS A FURNACE 


William H. Harris, Architect 


Dwyer Construction Co., Builder 


ment above and the ceiling of the apart- 
ment below is used as a return air 
plenum for the upper apartment. 

Combustion air for the furnace and 
water heater is brought from the out- 
side of the building through a 5 in. duct. 
A grille cap protects the inlet. 

Due to special emphasis on a sim- 
plified heating layout, it was possible to 
design the distribution system for shop 
fabrication and for time-saving in- 
stallation. 


In basement suites, return air is brought back to furnace through 
return grilles under windows which lead into vitreous clay pipe 
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Plastic pipe is made in a wide range of 
sizes, ranging from Va- to 12-in. A field 
installation of Carlon pipe is shown 
above, section of Glasweld below 


Plastic Pipes 


A wide variety of plastic materials is 
being adapted for the use of piping and 
tubing to carry liquids and gases — 
plastic piping of various attributes, sizes 
and colors. Industry had made great use 
of many types, both flexible and rigid, 
for their chemical resistance, light weight 
and ease of installation. They have 
been used in other fields for beer supply 
lines, gasoline lines, and to supply sea 
water to swimming pools. 

Other recent applications have in- 
cluded domestic water supply lines for 
rural areas, pipes for gas, and for lawn 
sprinkler systems. The plastic chosen 
for each of these uses was picked because 
of particular characteristics (superior 
resistance to salt water, to certain soil 
conditions, etc.) which surpass those of 
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PRODUCTS for Better Building 


more conventional materials. Continued 
development and increased production 
may eventually lead to more general 
use in the building and housing field 
as a replacement for critical metals. 
Some of the pipes currently on the mar- 
ket include: 


* ACE Saran pipe, tubing and fittings 
are said to have exceptional resistance 
to acids and other corrosive chemicals. 
They are especially recommended for the 
food and chemical processing industries. 
Actual uses have also included artesian 
well equipment, cold water drains on 
domestic refrigerators, gas fuel and vent 
lines, and domestic plumbing lines. The 
plastic is available in black only, and in 
moulded or extruded form. It has high 
impact strength. It may be threaded or 
heat welded at joints. Piping is made in 
l$- to 4-in. sizes, and in 10-ft lengths. 
A complete variety of fittings is availa- 
ble in sizes 16- to 2-in. Flexible tubing 
and flare-type fittings are stocked in 
Lé- to 34-in. sizes and in 25-ft min 
lengths. Valves are made in 15- to 114- 
in. sizes. American Hard Rubber Co., 
11 Mercer St., New York 13, N. Y. 


e Mills-Plaslic pipe, tubing and fittings 
are also made of Saran. They have 


similar qualities and are made in the 
same range of sizes as ACE Saran. This 
plastic is durable, and has good insulat- 
ing qualities. It is cut with ordinary 
saws. It weighs about one-fourth as 
much as metal pipe. Elmer E. Mills 
Corp., 2930 N. Ashland Ave., Chicago 
13, Ill. 


• Dow Saran-Lined Steel Pipe, fittings 
and valves are said to have overcome 
supporting and temperature problems 
by using Saran as a lining material. The 
temperature limitations are generally 
confined within the range of minus 40 F 
and plus 194 F. The pipes can be used 
with all acids, alkalies and salt solu- 
tions, with the exception of a few of the 
less well-known organic solvents. Sizes 
available are 1- to 6-in. inclusive, with 
a 10-ft max length. The pipe may be 
cut and threaded on standard equip- 
ment. Distributors for the Dow Chemi- 
cal Co.: Saran Lined Pipe Co., 701 
Stephenson Bldg., Detroit 2, Mich. 


e Glasweld is a laminated tubing in 
which glass fibers in form of cloth, mat 
or tape are bonded with resins. It is 
made in two types: convolutely wrapped 
for structural tubing or piping; and 

(Continued on page 166) 


Plastic fittings of many types, shapes 


sizes are available. The group above, left, 
is extruded of ACE-Saran by the American 
Hard Rubber Co. Above, right, is a Saran 
flange fitting made by the Elmer E. Mills 
Corp. Pipes and fittings are also made of 
conventional materials and lined with plastic, 
as in the Saran-lined steel flange at right, 


distributed by Saran-Lined Pipe Co. 


and 


155 


ineering 


e» 
[— 
bag 
© 
tes 
=) 
667 
зы? 
e 
b — 
m 
бы? 
then 
q 


joint design, 


| MANUFACTURERS' LITERATURE 


Fig. 30 — In railings, cor- 
nices, balustrad олу 
er 


Typical shapes of extruded aluminum 


balustrades and posts. Page from the 
manual Designing With Aluminum Ex- 
trusions, published by Reynolds Metals Co 


Extrusions 


Designing with Aluminum Extrusions. 
The book's function is to explain basic 
engineering principles that will aid the 
designer to use extruded aluminum 
shapes most effectively. Contents in- 
clude features of aluminum design, ex- 
amples of effective extrusion design, 
manufacturing possibilities, shape de- 
sign from the manufacturing standpoint, 
structural design considerations, fits and 
assemblies for mating extruded shapes, 
dimensional tolerances, 
choice of alloy and temper, fabricating 
properties, finishes, cost factors, indexes 
of tables and illustrations by subject and 
an itemized cross index. Available when 
requested on company letterhead. 138 
pp., illus. Reynolds Metals Co., 2500 So. 
Third St., Louisville, Ky.* 


* Other product information in Sweet’s File, 
0. 
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Concrete Forms 


Masonile Concrete Form | Presdwood. 
Folder gives a simplified short specifica- 
tion for the use of form board to produce 
smooth surfaced concrete. Features of 
the method are discussed. Details and 
photographs show construction of flat 
slabs, walls, beams and columns. Types, 
sizes and physical characteristics of the 
available form boards are noted. A de- 
flection chart is also included. 4 pp., 
illus. Masonite Corp., 111 Washington 
St., Chicago, П.* 


Waterproofing Brickwork 


Omicron Mortarproofing For Tight 
Brick Walls. Booklet discusses the use 
of a special mortar admixture to obtain 
waterproof brick walls. Features of the 
"O. M." admixture are described. A 
number of comparative tests on mortar 
with and without the admixture are 
covered with tables and photographs. 
Common causes of cracks in mortar 
joints are noted. Many photographs of 
buildings constructed with “О. M." mor- 
tar are also included. 16 pp., illus. The 
Master Builders Co., 7016 Euclid Ave., 
Cleveland 3, Ohio.* 


Stainless Steel in Hospitals 


Allegheny Metal in Hospilals. Booklet 
lists uses of stainless steel in the modern 
hospital in general, as well as in four 
specific departments (Service, Nursing, 
Surgical Departments, and Diagnostic 
and Treatment facilities). There is a 
four-page check list of stainless steel 
hospital applications. Summarized are 
the technology of the metal, its available 


forms and its fabrication. 34 pp., illus. 


Advertising Department, Allegheny Lud- 
lum Steel Corp., 2020 Oliver Bldg., 
Pittsburgh 22, Pa.* 


Electrical Wire Connectors 


Solderless Connectors for Electrical 
Wiring. Bulletin No. 750. A pressure 
tool and fittings for solderless splicing 


and terminating electrical wires is de- 
scribed. Installation instructions and 
ordering information are included. 4 pp., 
illus. Buchanan Electrical Products 
Corp., 1290 Central Ave., Hillside, N. J. 


School Lighting 


Guide To Lighting Educational Institu- 
tions. Booklet contains 34 lighting plans 
for school rooms, including areas for ad- 
ministration, teaching, research, sports, 
assembly and services. Photographs of 
the actual installations and sketches of 
the Holophane equipment used are given 
with each plan. Data are given on the 
watts per sq ft of floor area and the il- 
lumination levels as measured. There is 
also a brief and general section on prin- 
ciples of lighting. 52 pp., illus. Holophane 
Co., Inċ., 342 Madison Ave., New York 
17, N. Y- 


Carpeting Fasteners 


The Secret of Wall-To-Wall Carpet 
Beauty. Folder describes the Smooth- 
edge tackless carpet installation. The 
carpet grippers are illustrated by sketches 
and photographs. Notes are given for 
use with concrete and wood floors. Pic- 
tures of typical installations are also 
included. 4 pp., illus. The Roberts Co., 
1536 N. Indiana St., Los Angeles 63, 
Calif.* 


Aluminum Windows 


Fleetlite Installation Suggestions. Folder 
describes an aluminum window which 
combines frame, sash, storm sash and 
screen in a single unit. Construction and 
operation of the window are discussed, 
and illustrated with many details. In- 
stallation details are included for con- 
structions of brick veneer, concrete 
block, frame and solid masonry. A table 
of types and sizes of standard windows, 
and notes on rough openings required 
are also included. 6 pp., illus. Fleet Of 
America, Inc., 415 Dun Building, Buf- 
falo, N. Y. 

( Continued on page 180) 
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IGNATIUS CHURCH, Cleveland 


. » . ап example of outstanding religious architecture 


THREE LARGE FITZGIBBONS STEEL BOILERS 
were accorded the honor of serving this impressively 
beautiful edifice. The Fitzgibbons "D" Type steel boil- 
ers are fired by automatic coal stokers fed from an 
overhead hopper in a particularly good arrangement. 


The best buildings deserve "the best in steel 
boiler heat” — The Fitzgibbon Boiler. 


St. Ignatius Church and School. 
Heating Engineer and Installing Contractor: 
The Sweeney & Wise Company, Cleveland, Ohio. 


Fitzgibbons Boiler Company, Inc. AR 12-50 
101 PARK AVENUE, NEW YORK 17, N. Y. 
Send me the "D" TYPE Boiler Catalog. 
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MODULAR COORDINATION: 4 


Prepared with the cooperation of Structural Clay Products Institute 
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The three-dimensional grid 
(above) applies in all direc- 
tions for openings 


Vertical flexibility for masonry 
openings is provided by 4-in. 
course height or by extra units 


DECEMBER 1950 


The preparation of working draw- 
ings, as well as preliminary drawings, 
is greatly simplified by the Modular 
Coordination system. Building lay- 
outs and elevations are drawn only 
to nominal dimensions. Actual dimen- 
sions needed on the job are given by 
assembly details. These are keyed to 
the layouts by reference to the 4-in. 
modular grid. With consistent grid 
placement, recurring details need be 
drawn only once. The same holds 
true for similar details, such as a 
series of windows, which vary in size 
by multiples of 4 in. The method also 
saves time in permitting change of 
specifications, and substitution of 
alternate materials for a detail, with- 
out redrawing the general layout 
sheets. 

Opening details involve the co- 
ordination of many products — ma- 
sonry facing and backup, windows, 
doors, trim, etc. Standard dimensions 
of masonry units manufactured for 
modular coordination are made in 


l-in. multiples including half of a 
standardized joint thickness. This 
provides an interchangeability of 
parts to be selected. Non-modular- 
sized items require a specially worked 
out detail referencing them to the 
grid. Installation details are stand- 
ardized by adopting a fixed difference 
between the size of the window and 
the nominal opening. The details 
should include sections through jamb, 
head and sill, as in the typical instal- 
lation on Sheet 5. Each of these 
should show the edge of the nominal 
opening and the location adopted for 
the edge of the sash. This is generally 
taken as a minimum 2-in. surround 
to allow for window frames, heads 
and caulking spaces; a nominal space 
of 4 in. is left for sills. These details 
should also show the difference be- 
tween the actual structural wall 
opening and the nominal opening. 
Grid placement of jambs for 
openings should be similar on lay- 
outs, allowing a single detail to apply 
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With 5V5- by 12-in. structural tile units, four extra-sized units can be used to 


provide 4-in. flexibility for the height of openings. These are shown above 


for square heads, recessed heads (1/3 and 2% in.), and for sills 
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ARE EQUIPPED WITH 
G-J - 
DOOR DEVICES ce 


G-J 64 
for Metal Frames for Wood Frames 


For more than a quarter century G-J Door 
Devices have been enjoying the unqualified 

. а . Р К.Н. 1 
recommendations of leading architects іп Arm Pull 
specifications for schools, commercial and 
public buildings, and hospitals throughout the 
country. Not only because of the fine quality 
and unvarying dependability of the products 


themselves, but also because the G-J line in- 


cludes devices for all types of doors and their GJ 1130 
Plunger Type 


Door Holder Door Holder 


various controlling problems. and бочи 


зт A Complete Line 
Ус Proved in Service 


Ус Known for Distinction ЛОО В саня =. 
G-J FB-13 
Dome Type Door Holder 
Door Bumper and Bumper 


RN GLYNN-JOHNSON CORPORATION 


on G-J Devices write for : uu 
general catalog у Builders’ Hardware Specialties for Over 25 Years 


4422 N. Ravenswood Ave., Chicago 40, Illinois 
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MODULAR COORDINATION: 5 


Prepared with the cooperation of Structural Clay Products Institute 


to both sides. This need not hold true 
vertically, since the head and sill 
details are different. With flush 
jambs, when the exterior wall surface 
is on a grid line, jambs are normally 
on grid lines, and coincide with the 
grid opening, as in Detail A on Sheet 
1 (November TSS). With jambs be- 
tween grid lines, as in Detail B on the 
same sheet, the reference grid open- 
ing is 4 in. wider than the nominal 
masonry opening. With jambs re- 
cessed 2 in., the converse of the above 
is true. Because of this difference, the 
grid opening is often identified by a 
half arrow symbol. 

Flexibility in masonry wall and 
opening lengths and heights may be 
obtained by supplementary ‘‘clo- 
sure" units at the openings or in the 
masonry field. (See details on Sheets 
2 and 3, November TSS, and on 
Sheet 4 in this issue.) The masonry 
pattern can often be kept consistent 
by making wall lengths a multiple of 
16 the nominal masonry unit dimen- 
sion when laid in 44 bond, or 14 for 
V4 bond. 

Floors vary in depth to meet 
structural requirements. Some por- 
tion, however, must be in a fixed 
relation to the grid. The A62 Guide 
recommends that the surface of fin- 


3/16" 


ished floors be placed L$ in. below 
the grid line (see details at right), to 
coincide with masonry joints, and 
to maintain a constant relation be- 
tween the floor and the masonry 
openings for exterior doors. For wood 
frame construction, it is suggested 
that wood sub floors be placed on the 
grid line. Necessary adjustments in 
the many items of interior finish and 
equipment can be made at the junc- 
tion with the ceiling. 


a 
отл 


CONCRETE MASONRY UNITS 


Nominal Sizes, Inches 
Full Size Supplementary Sizes 
Height Length Height Lengths 


24 8 2% 6,4 
3 8 3 6,4 
2 8,6,4 
4 12 4 10,8,6,4 
5A 12 51А 10, 8, 6,4 
2% 12,10,8,6,4 
4 12,10,8,6,4 
6 12 6 10, 8, 6,4 
5 12,10,8,6,4 
4 12,10,8,6,4 
8 12 8 10,8,6,4 
4 12,10,8, 6, 4 
8 16 8 12° B 4 
4 16,12, 8, 4 


WH 
22У 


For nominal sizes of brick and 
tile units, see sheets 2 and 3. 
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Left: typical modular details for 


a solid section metal window in 
a nominal 12-in. masonry wall. 
Above: 
details. 
tom: wood joist on steel hanger; 


typical modular floor 
These are, top to bot- 


wood joist notched to bear on 
masonry wall; steel bar joist 
with gypsum plank and wood 
slab 


formed down to bear on ma- 


screeds; and concrete 


sonry course 
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You'll build or 
remodel better with 


Gold Bond 


When shovld a fellow 


1 


7% 
Srmnss Д 


Л qo waten FOR SEO) 
Gwen vou Y 
gone 


LOT of prospective clients in your com- 


munity read this four-color ad in the 
October 28th Saturday Evening Post. They got 
an encouraging and reasonable answer to the 


question: "When should a fellow buy a house?" 


They learned about the value, the comfort and 


the safety that yoz can design into a new house, 


You'll build or 
remodel better with 


Gold Bond 
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buy a house? 


with the help of the Gold Bond line of related 


building materials. 


The Gold Bond series of POST ads is planned 
to help overcome the effect of restrictions... 
and help convince "on-the-fence" home buyers 
that they should build now if they're ever 


going to! 


NATIONAL GYPSUM COMPANY 


BUFFALO 2, NEW YORK 


Fireproof Wallboards, Decorative Insulation Boards, Lath, Plaster, Lime, Sheathing, 
Wall Paint, Rock Wool Insulation, Metal Lath and Sound Control Products. 
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BIBLIOGRAPHY OF STANDARD CODES AND SPECIFICATIONS: 5 


Prepared by William Henry Deacy, A.LA. 


As a supplement to the pre- 
viously published bibliography 
sheets, the first two columns on 
this page list additional profes- 
sional and trade organizations 
which issue manuals and other 
data useful to architects. The last 
column is an addendum to the list 
of specifications and codes fre- 
quently cited: bold type numbers 
refer to address lists; other num- 
bers are code designations for each 
particular standard or specifica- 
tion. 


ORGANIZATIONS 


A 


44. Air Conditioning and Refrigera- 
tion Masonry Assn., 717 Southern 
Bldg., Washington, D. C., Executive 
Vice President. 

45. American Society of Civil En- 
gineers, 33 W. 39 St., New York, N. Y., 
Secretary. 

46. American Society of Refrigera- 
tion Engineers, 37 W. 39 St., New 
York, N. Y., Secretary. 

47. American Walnut Manufactur- 
ers Assn., 616 S. Michigan Ave., Chi- 
cago, Ш., Secretary. 

48. Appalachian Hardwood Manu- 
facturers, Inc., 414 Walnut St., Cin- 
cinnati, O., Secretary. 

49. Associated General Contractors 
of America, Munsey Bldg., Washing- 
ton, D. C., Managing Director. 


[o 


50. California Redwood Assn., 405 
Montgomery St., San Francisco, Calif., 
Executive Vice President. 

51. Convector Manufacturers Assn., 
40 W. 40 St., New York, N. Y., Secre- 
tary. 

52. Hardwood Dimension Manu- 
facturer's Assn., Inc., Heyburn Bldg., 
Louisville, Ky., Managing Director. 

53. Hardwood Plywood Institute, 
600 S. Michigan Ave., Chicago, lll., 
Secretary. 


M 


54. Mahogany Assn., Inc, 75 E. 
Wacker Dr., Chicago, Ш., Secretary. 

55. Maple Flooring Manufacturer's 
Assn., 332 S. Michigan Ave., Chicago, 
Ill., Secretary. 

56. Metal Window Institute, 1427 
Eye St., Washington, D. C., Technical 
Director. 


N 
57. National Lime Assn., 927-15th 
St., Washington, D. C., Secretary. 
58. National Association of Fan 
Manufacturer's, 5-208 General Motors 
Bldg., Detroit, Mich., Secretary. 


DECEMBER 1950 


59. National Oak Flooring Manu- 
facturer's Assn., 814 Sterick Bldg., 
Memphis, Tenn., Secretary. 

60. National Retail Lumber Dealers 
Assn., 515 Union Trust Bldg., Wash- 
ington, D. C., Secretary. 

61. Northeastern Lumber Manu- 
facturers Assn. 271 Madison Ave., 
New York, N. Y., Secretary. 

62. Northern. Hemlock and Hard- 
wood Manufacturers Assn., Oshkosh, 
Wis., Secretary. 

63. Northern Pine Manufacturers 
Assn., 4329 Oakland Ave., Minneapo- 
lis, Minn., Secretary. 


о 


64. Open Steel Flooring Institute, 
903 American Bank Bldg., Pittsburgh, 
Pa., Secretary. 


P 


65. Plate Glass Manufacturers of 
America, 1211 First National Bank 
Bldg., Pittsburgh, Pa., Secretary. 

66. Plywood Manufacturer's Insti- 
tute, 205 W. Wacker Dr., Chicago, 
Ill., Secretary. 

67. Propeller Fan Manufacturers 
Assn., 2-255 General Motors Bldg., 
Detroit, Mich., Secretary. 


R 
68. Red Cedar Shingle Bureau, 5508 
White Bldg., Seattle, Wash., Manager. 
S 


69. Southern Cypress Manufactur- 
er's Assn. Barnett National Bank 
Bldg., Jacksonville, Fla., Secretary. 

70. Southern Hardwood Producers, 


Inc. $805 Sterick | Bldg., Memphis, 
Tenn., Secretary. 
71. Southern Pine Assn., Canal 


Bldg., New Orleans, La., Secretary. 

72. Southern Plywood and Veneer, 
Inc., Johnson Bldg., Charlotte, N. C., 
Manager. 

73. Steel Joist Institute, 201 N. 
Wells St., Chicago, Ill., Secretary. 

74. Steel Kitchen Cabinet Institute, 
74 Trinity Pl, New York, N. Y., Ex- 
ecutive Secretary. 


T 


75. Tile Contractors Assn. of Amer- 
ica, Investment Bldg., Washington, 
D. C., Executive Secretary. 


V 


16. The Veneer Association, 600 S. 
Michigan Ave., Chicago, Ill., Secretary. 


Ww 


77. West Coast Lumbermen’s Assn., 
1410 S. W. Morrison St., Portland, 
Ore., Secretary. 

78. Western Pine Assn., 510 Yeon 
Bldg., Portland, Ore., Secretary. 


STANDARDS 


Amer. Inst. of Steel Const. (9) 


Code of Standard Practice for Steel 
Bldgs. and Bridges (Rev. of Dec. 1, '46) 

Spec. for the Design, Fabrication, 
and Erection of Structural Steel for 
Bldgs. (Rev. of June 1949) 


Housing and Home Finance Agency 
(43) 
Performance of Masonry Chimneys 
for Houses. (Technical Paper No. 13) 
Modular Coordination — What is it? 
How does it work? Will it help reduce 
housing costs? 


U. S. Department of Commerce 
Commercial Standards (27) 


Blinds, venetian, wood (61-37 CS) 

Calking, lead (94-41 CS) 

Closet lining, aromatic red cedar 
(26-30 CS) 

Convectors, steam and hot-water, 
method of testing and rating (140— 
41CS) 

Doors (entrance) 
Douglas fir (91-41 CS) 

Doors, pine (ponderosa) (120-48 CS) 

Furnaces, forced air, solid-fuel-burn- 
ing (109-44 CS) 

Furnaces, gas, floor, gravity-circu- 
lating type (99-42 CS) 

Furnaces, oil burning, floor (equipped 
with vaporizing pot-type burners) 
(113-44 CS) 

Hardwood wall paneling (74-39 CS) 

Hardwood Plywood (35-49 CS) 

Insulating Board, structural fibre 
(42-49 CS) 

Insulation, 
(160-49 CS) 

Mineral wood products, all types 
testing and reporting (131-46 CS) 

Pipe, bituminized-fibre; drain and 
sewer (116-44. CS) 

Plumbing Fixtures, enameled cast 
iron (71-48 CS) 

Plumbing Fixtures, formed metal 
enameled sanitary ware (144—47 CS) 

Shingles, wood (31-38 CS) 

Tiles, wall, polystrene plastic, and 
adhesives for application (168-50 CS) 

Veneers; walnut (64-37 CS) 


factory fitted, 


wood fibre blanket 


National Bureau of Standards 
Simplified Practice Recommenda- 
tions (27) 


Aggregates, coarse (crushed stone, 
gravel and slag) (163-48 SPR) 

Asbestos paper and asbestos mill- 
board (19-37 SPR) 

Conductors, copper (for 
purposes) (180-41 SPR) 

Doors, kalamein frames and trim 
(83-28 SPR) 

Partitions (metal) for toilets and 
showers (101-40 SPR) 
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The formal opening of Our Lady of Lourdes 
Hospital on July 1, 1950, signalized the comple- 
tion of a $4 million project which is the last word 
in hospital construction and equipment. 


Steam was selected for the heating of this great 
institution—steam harnessed and brought under 
control with a Webster Moderator System of 
Steam Heating. An Outdoor Thermostat adjusts 
the supply of steam with every change in tem- 
perature. Prevents wasteful overheating. Main- 
tains comfort conditions during mild weather or 
on the severest winter day. 


Our Lady of Lourdes Hospital, Camden, N. J. 
At left: corner of a typical semi-private room. 
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Webster System Radiators, taking no useable 
room space, were engineered into sanitary 
enclosures integrated with the window construc- 
tion. Metal front provides easy access if necessary. 
Each convector has a built-in radiator trap and 
valve, permitting 100% heat shut-off—no dampers 
are needed. 


Operation of the institution is under the direction 
of the Sisters of the Third Order Regular of St. 
Francis. Included in the Hospital is the Bishop's 
suite and a chapel seating 250. 


An important factor in the success of Webster 
Heating installations is the friendly service and 
close cooperation of the authorized Webster 
Factory Representative. Call him or write us for 


his names: Address Dept. AR-12 


WARREN WEBSTER & CO., Camden 5, N. J. 


Representatives in Principal Cities 
In Canada, Darling Brothers, Limited, Montreal. 


WEBSTER 


SYSTEM 


STEAM HEATI 


DECEMBER 1950 


ew Hospital 


ARCHITECT: 
Paul C. Reilly, New York. 


BUILDER: 
George A. Fuller Company, New York. 


CONSULTING ENGINEER: 
Sears & Kopf, New York. 


HEATING CONTRACTOR: 
Daniel J. Keating Co., Philadelphia. 


Chief Engineer A. D. Bradley uses master key for heat 
shut-off at individual radiators. Shown at bottom of page is 
one of 14 solariums. 
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window sills 
and stools 


WV 


@ They never chip, scale, or split. 
€ They're blue-gray — harmonize with any color. 


€ They're free of maintenance costs — for all time. 


Alberene stone may also be used on copings, spandrels, 


exterior and interior trim. Write today, on your own 


letterhead, for full data and samples to — 


ALBERENE STONE CORP. 


419—4TH AVENUE e NEW YORK 18, N. Y. 
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| (Continued from page 155) 


spirally wrapped for piping. The prod- 
ucts are claimed to have the strength 
of steel, to be rust- and corrosionproof, 
and to have good electrical insulating 
qualities. It has high impact resistance, 
and may be used in temperature ranges 
from minus 60 F to plus 275 F. It has 
been used as piping in oil and chemical 
processing industries, and as tubing for 
building, electrical and allied fields. It 
is also suited to outdoor and marine 
uses. It is made in sizes from 14- to 6-in. 
when convolutely wrapped, and to 12- 
in. when spirally wrapped. The maxi- 
mum length is 30 ft. Fittings are made 
from l- to 6-in. ID. It can be supplied in 
a wide range of colors. Joints are made 
by threading, plastic flanges, or tapered 
joint sections. United States Plywood 
Corp., 55 W. 44th St., New York 18, 
N. Y. 


e Carlon Plastic Pipe is another type, 
which is claimed to be durable, light 
in weight, and guaranteed against rot, 
rust and electrolytic corrosion. It can 
be used for drinking water and drainage 
systems, ventilating and cooling lines, 
wiring conduit. It is made in a flexible 
type, with diameters to 6-in., lengths to 
100-ft, and in rigid type in 20-ft lengths 
and diameters to 8-in. Carter Products 
Corp., 10403 Meech Ave., Cleveland 5, 
Ohio. 


Overhead Unit Heater 


The Norman Three-Sixty Overhead 
Forced Convection Heater combines heat 
distribution in a 360 degree radius with 
forced exhaust. This is claimed to equal- 


Round convector heats in all directions 
(Continued on page 168) 
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Westinghouse 


“Low Impedance 


BUS DUCT 


for the Long Run” 


“Weve found Westinghouse low impedance bus duct 
to be ideal for long transmission runs in a plant," say 
Mr. R.W. Holicky, Chief Engineer, and Mr.W.F. Nock, 
Field Supervisor, of the Doan Electric Company in 
Cleveland. “It’s easy to handle and no trouble at all 
to hook up." 


Let bus duct answer yozr secondary power distribu- 
tion problems—whether you're building or expanding. 
Low impedance bus duct provides required voltage 
right out to the end of your system... keeps lights, 
motors, and other equipment functioning at top effi- 
ciency. In addition, it packs greater carrying capacity 
into a smaller space than either conduit or wire. And 
bus duct means reduced maintenance. 


Completely pre-fabricated sections can be installed 
up out of the way of plant traffic— quickly and easily. 
What's more, the sections can be disassembled 
immediately and rushed to new locations with no 
wiring mess to unravel. 


Ask your Westinghouse representative for the facts 
on dollar and space-saving bus duct. Descriptive 
bulletin B-4271 contains further information. 
Westinghouse Electric Corporation. P. O. Box 868, 
Pittsburgh 30, Pennsylvania. J-30042 


Westinghouse 


BUS DUCT 
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Where should glazing 
compound be specified ? 


. as you probably know there is often a fine 
decision as to whether to specify putty or glazing 
compound, In all D-P Putties you will find only the 
finest ingredients used and these will be faultlessly 
compounded, but there are always limitations even 
in the application of the best putties. Some of the 
most common reasons for selection of D-P glazing 
compound rather than D-P Putty are outlined briefly 
below: 


ANSWER: In brief, Glazing Compounds should be specified where severe 
vibration conditions are encountered or where longer lasting service is required 
or where low maintenance cost is desired as detailed below: 


First: D-P Glazing Compounds are elastic. They set, but remain permanently 
elastic so as to expand and contract with bonding surfaces in temperature 
extremes. They also have better working qualities in all temperatures above 
35°F. 


Second: Because D-P Glazing Compounds remain elastic they stand severe 
conditions such as heavy moisture and extreme vibration. For example: you 
would specify a D-P Compound for application in buildings or factories where 
heavy machinery vibrates the building or where the buildings are near heavy- 
travelled railroad tracks. Laundries, bakeries and canneries are also buildings 
requiring a glazing compound. 


Third: Where low maintenance is required D-P Glazing Compounds should 
also be specified. These glazing materials reduce replacement cost by facilitating 
the cleaning of sash after lights are broken. D-P Glazing Compounds also last 
longer than most putties since they are permanently plastic and stick tight for 
years. Always specify D-P Glazing Compounds for the finest, longest lasting 
job under the above mentioned conditions and for easy application and lowest 
maintenance on any job anywhere. 


CHECK THE ABOVE VITAL GLAZING DETAILS 
WHEN YOU SPECIFY AND ALWAYS PLAY SAFE 


DEMAND D-P BRANDS @ NO 1012 ALUMINUM GRAY GLAZING 


COMPOUND 

D-P INDUSTRIAL TYPES OF GLAZ- 
ING COMPOUNDS FOR STEEL OR 
WOOD SASH 

COMPLETE LINE OF PUTTIES FOR 
WOOD AND METAL SASH . . . FED 
SPECS. AND SPECIAL USE 
CAULKING COMPOUND 

WHITE WONDER GENERAL PURPOSE 
TILE CEMENT 


(juges Maton 
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Write today for 
the new D-P Catalog 


The DICKS-PONTIUS Co. 


Makers of Quality Putty Products Since 1867 
DAYTON, OHIO e Alexandria, Va. e Atlanta, Ga. 


B Architectural Engineering 


PRODUCTS 
(Continued from page 166) 


ize temperature throughout the room, 
and to establish constant air motion 
within low acceptable velocity limits. 

The unit has a shallow depth to allow 
head room in low ceilinged areas. The 
sides are fitted with seven diffuser rings. 
The return air intake is in the bottom 
of the unit. The burner is of the single- 
port, self-piloting type. Controls include 
a shut-off safety pilot, diaphragm gas 
valve, fan and limit control. The heater 
is finished in green crackled enamel with 
metal trim, and has a 16 h.p. ballbearing 
type motor. The low velocity impeller 
is said to give quiet air distribution. 
Norman Products Co., 1150 Chesapeake 
Ave., Columbus 12, Ohio. 


Adjustable Prefabricated Door 


The Redi-Dor, a prefabricated door 
and jamb unit, is designed to eliminate 
sawing, fitting and hanging on the job. 
The units are made in two sections for 
installation after walls are completely 
finished. One part, with a pre-hung door, 
is set into one side of the wall; the other 


Two-section door frame is installed in 


finished walls, adjusts to wall thickness 


part is set on the opposite side. The two 
sections slide together, and adjust to 
any wall thickness. A special clamp is 
used to secure the door while in transit, 


(Continued on page 170) 
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When Joed is the Need... 
Use CECO Open-Web Steel Joists 


One day you pass a new building in the making— 
ground is broken—foundations are in. Then, in just 
a short, short time, where once there was a vacant 
lot, there stands a gleaming hospital, spick-and-span 
new. Chances are it was constructed with Open- 
Web Steel Joists, for that’s the fastest way ever to 
build. There's no temporary formwork necessary... 
nothing to take down later on. Open-Web Steel 
Joists are self-centering ...are placed on the wall 
structure and right away rib lath can be laid and 


concrete poured to form the floor. And while all this 
is going on, other building trades can be on the 
job doing their special work such as installing steel 
windows, plumbing and heating. So, when speed 
gets the call, specify CECO OPEN-WEB STEEL 
JOISTS. They are fabricated to exact size, come to 
the job tagged, ready to install... provide low cost 
fire resistive structures. Ceco assures you fast service 
from five plants: Birmingham, Chicago, Houston, 
New York and Wheeling, W. Va. 


CECO STEEL PRODUCTS CORPORATION 
General Offices: 5601 West 26th Street, Chicago 50, Illinois 


Offices, warehouses and fabricating plants in principal cities 


EM 
7 


ineering 


c 
= 
Ыы] 
"5 
үл 
= 
pom 
bed) 
Ф 
cin 
"аба 
ue 
p 
«cr 


PRODUCTS 
(Continued from page 168) 


and to hold the frame in line with the 
door during installation. The method is 
claimed to save from 3 to 5 hours of in- 
stallation time per door. 

The doors are 6 ft 8 in. high and 194 
in. thick. Widths run from 18 to 32 in. 
in 2 in. intervals. Widths of 34 and 36 
in. are available on special order. The 
units may be obtained in a variety of 


woods, door and trim styles, and with a 
choice of hardware for different uses. 
Wm. R. Lutze Co., 18 Bergen St., 
Brooklyn, N. Y. 


Swedish-American Furniture 


An excellent new line of chests and 
tables is the result of collaboration by 
American designers and Swedish crafts- 
men. The 40 pieces which make up the 
line were designed by Edmond J. Spence 
for The Walpole Co., Inc. The furniture 
is manufactured in Sweden by 16 fac- 
tories, each of which specializes in a 


more revenue from space 


with Van-built equipment 


@ Many hotels and clubs are looking for more profit. That's 
what makes this experience of the Cincinnati Club so interesting. 
They transformed a service kitchen into a high revenue depart- 


ment . 


. . the above-illustrated new men's bar. Also with Van's 


help they increased their banquet capacity by 1200 seats. 


Ф if you are planning food service improvements to make your 
clients’ cash registers ring oftener, make full use of Van’s century- 
accumulated skill. Ask for Van's book showing illustrations of in- 
stallations like Van made recently at the Cincinnati Club. 


Jhe John Van Range © 


EQUIPMENT FOR THE PREPARATION AND SERVING OF FOOD 
DIVISION OF THE EDWARDS MANUFACTURING CO, 
Branches in Principal Cities 


429 CULVERT STREET 


CINCINNATI 2, OHIO 
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Well designed chests have fine construc- 
tion, may be used singly or in groups 


particular type of furniture construction. 
The prices are comparable to American- 
made furniture of like quality. 

The pieces are made of Swedish birch, 
in pale or medium blond finishes. Sev- 
eral have inlay strips of birch in con- 
trasting grain, or of sycamore wood. 
Hardware has been eliminated on some 
of the units; others are fitted with 
specially designed Swedish-made pulls. 
Items in the line include dressers, cabi- 
nets, desks, dining tables, and many 
types of coffee, lamp and occasional 
tables. The Walpole Co., Inc., 524 W. 
43rd St., New York, N. Y. 


Decorated Tiles 


An exhibit of ceramic tile fireplace 
facings and wall coverings by Warner 
Prins, held at the Architectural League 
of New York, featured one-of-a-kind 
tiles in contemporary designs and tex- 
tured effects. The designs were executed 
in a painted underglaze, with a wide 
variety of color combinations and tech- 
niques. Motifs included abstract shapes, 
floral patterns, pictorial scenes, figures, 
and caricatures. 

Repeat tiles, which were more sub- 
dued in color and emphasized all-over 
textured effects, also were shown. All 

(Continued on page 172) 
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For steel and concrete bvildings... 


MERICAN Welded Wire Fabric rein- 
forcement has been used exten- 
sively in building construction. Wrap- 
ped around structural steel members, it 
fortifies the concrete against cracks 
caused by stresses and strains due to de- 
flection of the structural members, nor- 
mal temperature changes, and extraor- 
dinary temperature variations accom- 
panying fire. 

This fabric reinforcement possesses 
adequate tensile strength. It is easily 
shaped to structural steel. It comes in 
rolls and sheets, aids speedy construc- 
tion. Structural steel beams, when wrap- 
ped with Welded Wire Fabric and 
enclosed in concrete fireproofing, are 
usually designed as composite beams. 

Its adaptability, efficiency and econ- 
omy have made American Welded Wire 
5 кыыз ж Fabric the most widely used reinforce- 
This apartment building is typical of modern steel and concrete construction. In floors, ment for concrete. You will find it in 
walls and ceilings, on beams, girders and columns, ihe continuous reinforcement of floors, walls, roofs and ceilings of all 
saecu a Ru keeps concrete in place, prevents cracking, helps sorts of structures, in highways, side- 

walks and driveways, in tunnels, bridges 
and approaches. 


U-S-S American Welded Wire Fab- 
ric is available in every locality from 
jobbers' and dealers' stocks — supple- 
mented by prompt mill shipment to 
identified projects. 


When you are planning any kind 
of concrete construction, our technical 
staff will be glad to supply complete data 
on specific designs and standard styles 
of fabric. Write to our nearest sales 
office today, you incur no obligation. 


шш! 


in m | 


This sketch shows where American emt а 
Welded Wire Fabric is used іп mod- == К 
ern steel and concrete buildings. It poc 
reinforces walls, floors and roofs, can 

be draped over beams and girders i 


1 

| 

and wrapped around pillars. Many Y i 
uses of concrete in irregular shapes INT 
1 

1 

| 
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AMERICAN STEEL & WIRE COMPANY 
GENERAL OFFICES: CLEVELAND, OHIO 


COLUMBIA STEEL COMPANY, SAN FRANCISCO 
PACIFIC COAST DISTRIBUTORS 


TENNESSEE COAL, IRON & RAILROAD COMPANY 
BIRMINGHAM, SOUTHERN DISTRIBUTORS 


UNITED STATES STEEL EXPORT COMPANY, NEW YORK 


are made practical by American NNI 
Welded Wire Fabric reinforcement. 
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the tiles are washable and impervious 
to smoke and other stains. Suggested 
uses for the tiles included table tops, 
inserts and murals. The one-of-a-kind 
and repeat tiles come in a wide range of 
prices. Any original design desired can 
be obtained on special commission. 
Walter Prins, 36 E. 22nd St., New York 
10, №. Y. 
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ESCALATOR DRIVE MACHINE 
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Drive machine fabricated іп escalator-truss eliminates need for separate machine room 


Escalators 


A new packaged 48-in. wide escalator, 


Feralun Safety called the Free-Flow, has been intro- 


TM es duced by the Otis Elevator Co. to supple- 
office of RCA ment its previous line of packaged and 
Victor Division, special made units. The unit will accom- 
Camden, N. J. 


modate two adults riding side by side 
on the same step, and will transport 8000 
persons per hour. The new escalator 
brings out the economies of the previous, 
narrower, 32R unit; placement of the 
driving machine in the truss of the esca- 
lator eliminates the machine room for- 
merly required with large-capacity units. 
This gives considerable saving in costs 
by permitting the driving mechanism 
to be mass produced and factory as- 
sembled, and by reducing building costs 
and alterations. 

Design and engineering features are 
also similar to the 32-in. wide model, 
including an aluminum track system, 
rubber rollers for noise reduction and 
pinch-proof handrails. Variable rises 
are available, up to a 23 ft maximum. 
Otis Elevator Co., 670 Fifth Ave., New 
York 19, N. Y. 


(Courtesy Pub- 
lic Relations 
Department, 


RCA Victor). 


FERALUN 
SAFETY TREADS 


"INSTALLED IN 7923... STILL 
GIVING SATISFACTORY SERVICE TODAY” 


They planned well for safety and for durability—those who were responsible 
for these Feralun* safety treads—installed when this RCA Victor building 
was erected in 1923. A quarter century of resistance to wear under the many 
thousands of feet that have gone up and down them since Calvin Coolidge first 
entered the White House! A quarter century of underfoot safety, too, on 
Feralun’s non-slip surface! And, as the photograph shows, these same treads can 
still be counted on for many more years of maintenance-free service—and safety. 


TV Master Antenna System 


The Jerrold Mul-TV System is said to 
make it possible to operate 400 tele- 
vision sets, or more, from a single an- 
tenna. Picture and sound quality are 
said to be excellent. There is no inter- 
ference between sets. The master sys- 
tem is designed for use in apartment 
houses and hotels. 

The system has separate directional 
antennas, one for each station. All are 
usually mounted on the same mast. 
They are cut to correct length for each 


Examples like this show why architects, engineers and builders insist on 
“Feralun’’ treads, nosings and plates. Made of cast iron with wear-resistant 
abrasive particles embedded in walking surfaces, "Feralun'" provides a sure- 
footed “grip” that keeps feet from slipping—and wears and wears. The coupon 
below will bring you full information on “Feralun.’’ Send it today. | 


* Also available in Bronze—(Bronzalun), 
Aluminum—(Alumalun), and Nickel Bronze—(Nicalun).® 


AMERICAN ABRASIVE METALS CO. 


IRVINGTON 11, N.J. 


channel and connected by separate 


кте с=с eR] lead-ins to a master control amplifier 

AMERICAN ABRASIVE Gentlemen: Please send me full information on Feralun. unit. This unit includes 6-tube plug-in 
METALS CO. MAME up ЗОР racemes ena SHURE Ep жатайык SERIE PU ИР l channel amplifier strips for each channel 

470 COIT STREET COMPANS saa siie "———————— навая | and provides a booster for the signal. 
IRVINGTON 11, N. J. (o 01 o 45 gas eos sass T в ЖАМЫ рт ЕЛАН Ө ЙЫЗ | There are separate gain controls for 
uc uiua Um сыктын (Continued on page 174) 
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SEE YOU'LL FIND THE MACOMBER TAG 
ООА, ON THE MAJORITY OF JOBS TODAY 
E NAILING top lath to Macomber V 


Bar Joists is faster than any other 
method. 


Slab centering solidly anchored pre- 


PATENTED 
S. Patent Nos. 
2,184,113 
2,457,250 
2,457,056 


c 


ALSO AVAILABLE IS THE 
MACOMBER DOUBLE V JOIST 
WITH NAILABLE STEEL BOT- р. information í awo D 
TOM CHORD FOR ATTACHING —.,773^ DET ea. E 

ANY CEILING MATERIAL. BH dn ENDS О B 


vents deep pockets of wasted con- 
crete between joists. 


MACOMBER - INCORPORATED 
CANTON, OHIO 


IN CANADA, SARNIA BRIDGE CO., LIMITED, SARNIA, ONT. 
IN MEXICO D. F.—MACOMBER DE MEXICO S. A. CEDRO 500 


V BAR JOISTS • LONGSPANS • BOWSTRING TRUSSES • STEEL DECK 
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11 cost Extra insurance is passed on to 


owner. Maintenance costs go up 
...investment profits go down. 


BOTH SIDES of the 


clean from the INSIDE! 


Other SEALUXE-BROWNE values.. 


Ө 100% controllable, draft-free 
ventilation. When slightly 
bowed, a vertical V-flue lets 
fresh air in and foul air out 
without drafts. 


@ Force fit against resilient wool 
felt shuts out dirt, dust, wind, 
water and traffic noises. Labo- 
ratory tested. 


e @ Stream-lined to let in more 
light; set off any architectural 
А v treatment. 
> 


@ Fold at finger-tip pressure. 
Stay put under normal wind 
pressure, 


No metal-to-masonry contact. 
Resist tarnish, rust and cor- 
rosion. 


OTHER SEALUXE PRODUCTS 


WINDOWS—Picture, Store Front, Commercial and Monumental Case- 
ment, Thermo (insulated) е SOLAR CONTROLS—Fins, Canopies, 
Shades, Louvres @ BUILDING ACCESSORIES—Pilasters, Spandrels, 
Fascias, Trim @ ENTRANCE ACCESSORIES—Building Directories, 
etc. * DOOR ACCESSORIES e CROWD CONTROL EQUIPMENT. For 
more information you are invited to clip and mail coupon below 
or see our catalog in Sweet's Architectural File, 


SEALUXE-Engineered Products are 
Employers Cosualty Bldg. 

=e ‚ Mah 
4 / 


BROWNE Windows throughout. SEALUXE—Engineered Spandrels, 
Heavy, extruded aluminum SEALUXE Pilasters conceal air con- 
ditioning ducts, water and gos pipes and electrical conduits. 


J. P. TRAVIS 


President 


6710 DENTON DRIVE 
DALLAS 9, TEXAS 


CORPORATION 


DISTRICT SALES OFFICES, AGENTS AND DISTRIBUTORS IN ALL ARCHITECTURAL CENTERS . . . 
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each station to balance signal strengths. 
An output network mixes the amplified 
signals and feeds them through antenna. 
distribution outlets to any desired num- 
ber of receivers. The system will accom- 
modate TV sets of any make or model. 
Jerrold Electronics Corp., 121 N. Broad 
St., Philadelphia 7, Pa. 


Prefabricated Plastic Skylights 


A lightweight, prefabricated skylight, 
called Wascolite, utilizes a Plexiglas. 
dome attached to a simple copper frame 
to eliminate cross members and wire 
reinforcements. The unit is neat and 
simple in exterior appearance; from the 
interior, nothing is visible but the open- 
ing. The skylights are said to be strong, 
shatterproof and watertight. The plastic 


Plastic skylight installed in roof simplifies 


daylighting of interior spaces 


is claimed to have approximately double 
the insulating qualities of glass the same 
thickness. Three types of plastic are 
available: one admits ultra violet rays, 
one absorbs them, the other is white 
translucent for light diffusion. 

The frame is said to be easy to install. 
Louvers or ventilators may be fitted in 
the side. Units are available in ten 
sizes, ranging from 20 by 20 in. to 100 
by 100 in. Wasco Flashing Co., 268 Elm 
St., Cambridge, Mass. 


Diffuser and Light Combination. 


The Agitair Diffuser-lite Fixtures com- 
bine air diffusing vanes and a light fix- 
ture in a single unit. The ceiling fixtures 

(Continued on page 176) 
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ideas for using ANEMOSTAT AIR DIFFUSERS 
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ANEMOSTAT offers 
maximum design possibilities 
because only Anemostat Air 


Anemostat Air Diffusers offer unlimited design possibilities. z 4 
Diffusers come in all these shapes 


They can be used in regular, acoustical and egg crate ceilings . . 
combined with all types of lighting fixtures . . . in commercial, 


industrial and home applications. Anemostat Air Diffusers 


<< —— 
provide uniform diffusion throughout the entire conditioned area. 
They eliminate harmful drafts, stale air pockets and equalize 
temperature and humidity. New Selection Manual contains 
SQUARE 


complete application and specification data. Write for your copy. 


“No air conditioning system is better than its air distribution” 


ANEMOSTAT. 


DRAFTLESS Aspirating AIR DIFFUSERS 


ANEMOSTAT CORPORATION OF AMERICA, 10 EAST 39th STREET, NEW YORK 16, N. Y. 
REPRESENTATIVES IN PRINCIPAL CITIES 


SEMI-CIRCULAR 
qos 


STRAIGHTLINE 


AC1260 
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Bank Screens and Partitions 


It's to your advantage not only to specify Michaels building products, 
but to see that contractors buy direct from Michaels. You deal with 


a reliable concern, in business since 1870, and well known for its 
ability to produce high-quality products, to faithfully execute your 
most exacting specifications, and to meet delivery commitments. 
Michaels building products of stainless steel, aluminum, bronze and 
other metals have earned an enviable reputation among architects and 
builders. And in most instances, it costs no more to use Michaels. 
So why not buy direct? 


Be sure—use Michaels high-quality products— products you can 
count on for dependable service and long life — products which far 
outweigh any advantage you may gain by using questionable materials 
that look good when new, but do not give lasting service. 


A partial list of Michaels products is shown. We shall be glad to 
work with you on any building project. | 


MICHAELS PRODUCTS 


Lamp Standards Kick and Push Plates 
Push Bars 
Cast Thresholds 


Extruded Thresholds 


Welded Bronze Doors Marquises 


Elevator Doors Tablets and Signs 
Name Plates 
Astragals (adjustable) 
Stair Railings Grilles and Wickets 


Check Desks (standing and wall) 


Store Fronts 
Lettering 


Wrought and Cast Radiator Grilles 


The MICHAELS ART BRONZE CO., Inc., 234 Scott St., Covington, Ky. 


MI-CO Parking Meters 
Museum Trophy Cases 
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are available in either square or rec- 
tangular shapes, and incorporate in- 
candescent or fluorescent lighting with 
flush, semi-flush or louvered lenses. 
Frames are hinged for relamping and 
maintenance. The units are constructed 
of light gage steel and finished in baked 
aluminum lacquer or prime coat for 
painting. Recessed boxes are steel, lined 
with asbestos heat insulation and 
equipped with reflectors. The units are 
available in a variety of sizes. Air De- 
vices Inc., 17 E. 42nd St., New York 17, 
№: У. 


Lavatory 


The Crane Criterion lavatory features 
a flat surface, and a rolled front edge for 
installation in tiled counters. The unit 
is of vitreous china, and measures 30 by 
22 in. The basin is 1614 by 1214 in. All 


Trimly styled lavatory may be built into 
counter top or mounted on legs as shown 


exposed trim and metal parts are finished 
in brushed chrome. Handles are of clear 
lucite. The unit may also be obtained 
with legs of chromium-plated tubes with 
lucite bases. The overflow is concealed in 
the front of the basin to leave the back 
smooth. The lavatories are available in 
white or any of eight colors. Crane Co., 
836 S. Michigan Ave., Chicago 5, Ill. 


(Continued on page 178) 
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They can sit closer... 
in comfort 


with WOOD WINDOW UNITS! 


No cold flows into this room from the muntins and mullions 
of these double-hung windows. No heat seethes out from them in 
summer. For these windows are made of wood—the natural insu- 
lating material that does so much to help control indoor climate. 

Double-hung wood window units today are available with a 
scientific preservative treatment to give greater resistance against 
stain, decay, insect attack or humidity. They won't rust or corrode 
—are efficiently weatherstripped. And remember, they are available 
as pre-assembled units with modern sash balances—and in a wide 
variety of styles. 


WOOD WINDOW INFORMATION SERVICE 
38 South Dearborn Street 
Chicago 3, Illinois 


See your local lumber dealer for wood window units 


178 


Architectural Engineering 


PRODUCTS 
(Continued from page 176) 


Solderless Connectors 
For Electrical Wiring 


The Buchanan pres-SURE-connectors 
are designed to eliminate soldering and 
to save time in splicing and terminating 
electrical wires. A special hand operated 
crimping tool is used to install the con- 
nectors. It measures one pound, is 8 in. 
long, and has handles protected with 
vinyl tubing. 


Connector and terminal (left) are easily 
fixed to wiring by device shown at right 


The splice caps have an open-end 
construction for ‘pigtail’ splicing, and 
are made of copper for good electrical 
conductivity. Two sizes are made to 
accommodate the most frequently used 
combinations of stranded and_ solid 
wires. To install, the unit is crimped in 
place, and the wires are cut flush with 
the cap. Snap-on plastic insulators 
eliminate the need for taping of joints. 

Copper terminal lugs are available 
with ring, spade or locking tongues, and 
for a wide range of wire sizes. They are 
simply crimped in place over single or 
multiple wire ends. Installations of 
both types of connectors are claimed to 
be permanent and to require no mainte- 
nance. Buchanan Electrical Products 
Corp., 1290 Central Ave., Hillside, N. J. 
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Circuit breakers eliminate fuses. They provide 
repeat protection. There is nothing to burn out... 
nothing to replace. Anyone can quickly restore 
service after the fault is eliminated. They offer the 
most in convenience, safety, compactness, and ap- 
pearance. Equally important, more circuits can be 
added easily when required. Yet circuit breakers 
cost little more than fusible equipment. 

Square D Circuit Breakers are THERMAL- 
(Coilless) MAGNETIC. Thermal element deflects in 
proportion to temperature of wire insulation re- 
sulting from both surrounding air and losses within 
the conductor. Magnetic element responds instantly 


to heavy overloads or shorts. BOTH ARE NEEDED 
FOR COMPLETE PROTECTION ! 


THERE IS A SQUARE D CIRCUIT BREAKER 
TO MEET EVERY REQUIREMENT... EXACTLY 


ALSO INDUSTRIAL BREAKERS, PANELBOARDS, 
SWITCHBOARDS AND DUCT 


Write for Bulletins SA 590 and SA 583, Square D Company, 
6060 Rivard Street, Detroit 11, Michigan 


SQUARE D COMPANY CANADA LTD., TORONTO * SQUARE D de MEXICO, S. A., MEXICO CITY, D. F. 
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LITERATURE 
(Continued from page 156) 


Metal Windows 


Sealuxe Engineering Products for 
Metal-Glass and Solarized Buildings 
(Catalog No. 25). Describes a line of 
windows and sun-control shades and 
fins for all-metal-and-glass buildings. 
Among the items covered are: folding 
flue windows, thermo-vista windows, 


ventilating picture windows, solar 
shades, weather controls, cellular span- 
drels and fascias. Features, photographs, 
specifications and details are given for 
each item. 24 pp., illus. Universal Corp., 
6710 Denton Drive, Dallas 9, Texas. 


Lightweight Masonry Units 


Waylite, The Modern Lightweight Ma- 
sonry Unit. Booklet describes features 
and physical characteristics of light- 
weight-aggregate building blocks. The 
various sizes and shapes available in 
standard units are illustrated, along 


memo: 
memo: . 


7" fgaia— 
REVOLVING DOORS REPLACE SWING DOORS 


Day after day — unsatisfactory experiences with swing 


door entrances convince store owners, 
and other businessmen that they must have 


managers, 
revolving doors. 


Fulton National Bank, Lancoster, Pa. 


bankers, hotel 


That is why the majority of all new revolving door installa- 
tions are replacements for swing doors. And — the majority 


of all 
Kannel. Avoid 
doors in your original plans. 


revolving doors installed are International-Van 
replacement wastes — specify revolving 


FOR INFORMATION see the Yellow Pages under Doors, 
Revolving, or our catalog in Sweet's. 


UA. 


Tenant ЁШ ҮШ 


1806 EDGAR STREET 255% EVANSVILLE 7, IND. 


IN CANADA — International-Van 


Kannel revolving doors are available 


through Eastern Steel Products, Ltd., in Toronto and Montreal. 
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with a number of construction details. 
Data are given on units for ceilings, 
floors, back-up walls and partitions. 
Typical interior and exterior finishes are 
also pictured. 16 pp., illus. The Waylite 
Co., P.O. Box 30, Bethlehem, Pa. 


Welding 


Recommended Practices for Resistance 
Welding. Manual includes welding sched- 
ules for spot and seam welding mild and 
medium carbon steels, low-alloy steels, 
stainless steels, nickel, Monel, Inconel 
and magnesium alloys. Recommended 
practices are given for projection weld- 
ing low-carbon and stainless steels. Flash 
welding data are provided for low and 
medium forging strength steels. A sec- 
tion is included on methods of testing 
resistance and seam welds, and for the 
control of resistance weld quality. Many 
tables and details are given. 60 pp., 
illus. Price $1.00. The American Weld- 
ing Society, 33 W. 39th St., New York 
18, N. Y. 


Vertical Conveyor 


Standard Recordlift (Bulletin No. 150). 
Describes an automatic vertical lift con- 
veyor designed to distribute mail, rec- 
ords, files and general office supplies in 
institutions and large office buildings. 
Illustrations are included of typical 
installations, along with pictures of 
other types of conveyors made by the 
same manufacturer. 4 pp., illus. Stand- 
ard Conveyor Co., Dept. AR, North St. 
Paul 9, Minn. 


Plastics 


A Simplified Guide to Bakelite and 
Vinylite Plastics and Resins. Booklet 
classifies fourteen types of plastics, in- 
cluding the various forms of Bakelite 
phenolic, styrene, polyethylene and 
Vinylite plastics and resins. General 
characteristics and properties are de- 
scribed for each form. Typical applica- 
tions and uses of each material are noted 
and illustrated. 24 pp., illus. Bakelite 
Div., Union Carbide and Carbon Corp., 
300 Madison Ave., New York 17, N. Y.*. 


Wallboard 


Masonile Hardboards. Pamphlet pre- 
sents various types of wallboard. Physi- 
cal properties, specifications (exterior 
and interior), applications, cutting and 
bending, adhesives and nailing, and 
methods of finishing are included. 23 
pp., illus. Masonite Corp., 111 West 
Washington St., Chicago 2, Ш.* 

(Continued on page 182) 
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65 footcandles in accounting 
office from Grenadier 115 6’ on 
centers. 


Here's Why 22622222 Grenadiers 
were chosen for the offices of this 
wide-awake company E rasis der amma atte an 


Because ruggedly-built Grenadiers provide abundant light that diffuses 
pleasantly from white enameled louvers and plastic side panels, achieving 


excellent illumination levels and low brightness contrasts. 


Because Wakefield fixtures are easy to install—can be hung by one 
man. Sections hook securely to a pre-installed strap, then channel covers, 
lamps, louvers and side panels go up in turn. In addition to making instal- 


lations easier, this assembly method is a permanent aid to maintenance. 


55 footcandles for executive office from 
Grenadiers in two rows. 


Wakefield Grenadiers are available for use with two or four 40W bipin 


or Slimline lamps. See our insert in Sweet's Architectural File. 
THE F. W. WAKEFIELD BRASS COMPANY * VERMILION, OHIO 


AA 
Over-ALL Lighting eS: 
| DOW EET TEL 


GRENADIER STAR COMMODORE WAKEFIELD CEILING 
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LITERATURE 
(Continued from page 180) 


Home Heating 


How To Plan Home Heating. Booklet 
presents a line of heating systems. Fea- 
tures of warm air heating are discussed 
in a section directed principally to home 
owners. A check list gives methods of 
achieving more economical and efficient 
operation of furnaces. A simplified 


method of estimating heat loss is in- 
cluded, along with tables and diagrams. 
19 pp., illus. The Meyer Furnace Co., 
Peoria 2, Ill. 


Library Lighting 

Recommended Practice of Library Light- 
ing. Booklet, prepared by a technical 
committee of the Illuminating Engi- 
neering Society, discusses various phases 
of library lighting. Among the items 
analyzed are: the seeing tasks involved, 
the environment, use of daylighting and 
lighting fixtures, and the eyesight con- 


eer Deni Cover 


pus Dewar Dose Cover 
2. 7 Sohor sel 


© 


{гем #uromars Larcrese 


Two regulation basketball courts 
separated by a Horn Automatic 
Electric Folding Partition. Horn 
Folding Bleachers in folded posi- 
tion. 


UTILIZE YOUR GYM SPACE WITH HORN 


| гт 
| | 
il 4 toma 


HORN FOLDING BLEACHERS ex- 
tended increases the seating ca- 
pacity for the BIG GAME! Horn 
Folding Bleachers will meet your 
requirements. 


HORN FOLDING BLEACHERS 


Ample leg room with approved safety construc- 
tion offers maximum seating capacity when 
extended or maximum playing space when 
folded. Compact, easy maintained 
and operated Horn Folding Bleach- 
ers are approved in all 48 


states, OPEN POSITION 


CLOSED 
POSITION 


FLOOR SPACE FLOOR SPACE 
Rows |——— — —— ———| **nuxragT ROWS —— — —————| **nHEIGHT 
IN USE *CLOSED IN USE *CLOSED 

3 ПЕТ | 8847 3/0" 12 ar 3" 4' 3g" gg” 

4 р 2' 0” 3/9" 13 23’ 1” 4' 614" 10’ 6^ 

5 8^ 5" 2' 3M" a 14 24! 11” 4' 976" 1159" SINCE 

6 10' 3” 2’ 674" 53” 15 26' 9” 5' 14” 12' 0’ 

7 12^ 0" X 1044" 6 0'" 16 28' 7" 5! 454 12/ 9' 

8 13’ 11'" 3' 15$" 6' 9'' 17 30' 5" oF 8 13’ 6 

9 15’ 9” 3? Жы TE 18 32' 3” 5' 113%” 14' 3” g 
10 Dr We 3' 89$" 8' 3"! 19 par Т" 6’ 234" 15' 0'' 

11 19^ 5” 3' 1134" 9' 0^ 20 35' 11” 6' 614" 15' 9' 1909 


*Dimension includes 414 in. space between top seat and yall. 
**Height in open position same as closed. For Bleachers higher 


than 20 Rows write for complete details and dimensions. 


HORN BROTHERS COMPANY 


DIVISION OF HORN INDUSTRIES 


FORT DODGE, IOWA, U.S.A. 


182 


ditions of visitors. Recommendations 
are given for lighting reading rooms and 
book storage areas, along with general 
data on types of lighting systems and a 
comparison of filament and fluorescent 
light sources. Notes are included on 
brightness ratios and texture and color 
of finishes. 16 pp., illus. Price 50 cents. 
Publications Office, Illuminating Engi- 
neering Society, 51 Madison Ave., New 
York 10, N. Y. 


Kitchen Equipment 


The World's Newest Kitchen Ideas. 
Booklet features the Youngstown line 
of kitchen fixtures and equipment. Sinks, 
waste disposers, dishwashers and steel 
storage units are the principal items 
covered. Each unit is illustrated and 
described. Notes on kitchen planning 
and "practical household hints" are in- 
cluded. 24 pp., illus. Mullins Manufac- 
turing Corp., Warren, Ohio.* 


Interiors 


Colorama. Clara Dudley Color-Idea 
Book. Booklet presents color photo- 
graphs of many new rug and carpeting 
samples currently on the market. Also, 
an interior decorating service is pre- 
scribed, and five examples of before- 
and-after rooms are shown in full color. 
24 pp., illus. Price 25 cents. Alexander 
Smith & Sons Carpet Co., 295 Fifth 
Ave., New York 16, N. Y. 


LITERATURE REQUESTED 


The following individuals and firms 
request, manufacturers' literature: 

Maurey Lee Allen, Architect, Zuelke 
Bldg., Appleton, Wis. 

John Bucinskas, Draftsman, 1618 
Harman, Baltimore 30, Md. 

Arthur H. Bush, Student, 19 Lowell 
St., Cambridge 38, Mass. 

Leo A. Daly Company, 1726 Ambas- 
sador Bldg., St. Louis 1, Mo. 

E. C. Dimling, Operations and Store 
Planning Representative, Associate Mer- 
chandising Corp., 1440 Broadway, New 
York 18, N. Y. 

Thomas J. Donoghue, Architectural 
Designer, 1846 Ash St., Detroit 8, Mich. 

P. Arthur D’Orazio, Architect, 712 
Union National Bank Bldg., Youngs- 
town 3, Ohio. 

S. Myzel, Architectural Draftsman, 
1000 W. Wyoming Ave., Philadelphia 
40, Pa. 

Austin K. Van Dusen, Architect, c/o 
General Petroleum Corp., 1115 W. 46th 
St., Seattle, Wash. 


ARCHITECTURAL RECORD 


this 
Factory _ 
Floor 


FOR A 


Choose 


7 


You'll get many, many years of service from а Flexa- 
chrome* Plastic-Asbestos floor like this...service that 
renders it one of the soundest investments management 
can make. Let's look at the qualifications. 


Flexachrome is greaseproof. Use it in machining areas, 
compounding departments, in-plant kitchens and dining 
rooms...anywhere grease abuse is a problem. 

Maintenance is simple and economical. Flexachrome 
floors stay at their brilliant best merely with: daily sweep- 
ing to remove loose dirt, periodic washing, water- 
waxing (if desired). 

Service life is extraordinary. The 
exceptional built-in wear resistance 
of Flexachrome floors brings cost- 
per-square-foot-per-year down to a 
figure that makes plant operating ex- 
ecutives smile. 


And appearance is superb! Here 
is a real aristocrat among flooring 
materials. 


“1000, - Toc 


PLASTIC-ASBE 
Res DREW М 


fLOO RS. 


Because Flexachrome is laid in individual tiles, you get 
unmatched versatility. Use it as a single color floor (above) 
... ог inany of almost unlimited variety of patterns. Your 
floor design can be merely decorative, or it can be used 
functionally ...to identify departments and bays, or di- 
rect traffic. 


Now consider color. 33 sharp, brilliant colors from 
white to black... primary to pastel... give you a veri- 
table rainbow to meet any decorative requirements. And 
color is taking on increasing importance in industrial design 
especially where light reflectance is important. 


Write us for detailed information. 
THE TILE- TEX DIVISION, The Flintkote 
Company, Dept. F, 1234 McKinley 
Street, Chicago Heights, Illinois. 

Other Tile-Tex Flooring Products include: 
Mura-Tex* Plastic-Asbestos Wall Tile; Tuff- 


Tex* Heavy Duty Greaseproof Industrial Tile; 
Tile-Tex*. .. the Quality Asphalt Tile. 


*REGISTERED TRADEMARK, THE FLINTKOTE COMPANY 


Spend too much time 


A qualified specialist—the Architectural 
Hardware Consultant—can keep you out 

of this picture. And the valuable services the 
consultant offers to architects go much 
further than writing specifications and furnish- 
ing price data. 


His know-how . . . his specialized training and 
experience in builder's hardware makes him 

an important member of the planning team. He is 
fully qualified to advise and co-operate in selection, 
detailing, installation and maintenance of 

the proper hardware for the structures you are 
planning. You'll be pleased with his 
recommendations... and so will your clients. 


Call your Architectural Hardware Consultant. 
He'll be glad to help whenever you need him. 


Nl — > ооо” 


If you do not know the name of the man in 
your locality, a letter to Stanley will put him 
Stanley Bal! Bearing Butt Hinges in touch with you promptly. 
have these important features: 


Easily seated, non-rising pin— 
Beveled leaf edges for close- 
fitting joints—Precision counter- 
sunk screw holes—Non-detach- 


able ball bearings entirely en- Reg. U.S. Pat. Off. 
closed, permanently lubricated. 


HARDWARE ө TOOLS * ELECTRIC TOOLS 
STEEL STRAPPING * STEEL 


THE STANLEY WORKS, NEW BRITAIN, CONNECTICUT 
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You eliminate worry 
and cut costs when 
you specify 


Steeltex Lath 


for Plaster 


Note the strong 
horizontal rib resulting 
from the corrugated 
mesh. It provides 


greater Зеу н You eliminate worry when you specify Pittsburgh Steeltex because 
reinforces the x r Je 
plaster similar to you can be sure that the combination of strong, rigid, 


reinforced ‘concrete, deeply embedded steel mesh and tough, absorbent backing will 
2 give you the best plaster wall you can possibly build. 
You actually cut costs because you don't waste 
plaster and you reduce eventual maintenance. For 
detailed reasons for writing Steeltex into your 
specifications, see our catalog in Sweet's 
or write for catalog D. S. 130, Dept. AR, 
Pittsburgh Steel Products Co., 


Grant Building, Pittsburgh 30, Penna. 


"e 


E Pittsburgh Steel Products Company 
A Subsidiary of Pittsburgh Steel Company 
Pittsburgh 30, Pa. 
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BRITAIN BUILDS HER NEW TOWNS 


(Continued from page 105) 


and the relationship of the buildings to 
one another. He is aware of the possibili- 
ties of variety and of the contrasts be- 
tween volumes of outdoor spaces as they 
are defined by building masses. Believ- 
ing that urban areas are more attractive 
when limited in size, he has divided the 
town into compact units, separated by 
areas of landscape, parkways and play- 
ing fields. The site is rich in tradition — 
there are a number of old churches, 


chapels, houses and cottages — and the 
master plan seeks to preserve landscape 
features and all existing buildings of 
worth, integrating them with the new. 
In extent, Harlow New Town will even- 
tually be about 314 miles from north to 
south, 4144 from east to west across its 
widest parts; it covers 6320 acres. 
Industrial areas provided in the mas- 
ter plan cover 535 acres, of which one 
part, in the northeast corner, is for im- 


for DEPENDABLE 
ECONOMICAL NC 
UNDER-COUNTER Ù к= 
DUMB WAITER SER 


Where space limitations or service needs re- 
quire an electric dumb waiter installed under 
а counter . . . in a back bar... orina 
cabinet — in drug stores, groceries, markets, 
restaurants, cafeterias, soda fountains — the 
Sedgwick Under-Counter Roto-Waiter pro- 
vides the ideal solution. The unique roto-drive 
principle eliminates the possibility of over- 
travel and allows every inch of available 
height to be used safely. The outfit is self- 
contained, requiring fastening — but no sup- 
port at the upper floor level. Its compact ma- 
chine, occupying but a minimum of space in 
the basement, is placed at the side of the 
equipment, where it is easily accessable for 
inspection and lubrication — and where it 
will not be subject to the service disorders so 
often caused by accumulated dirt, spillage or 
drainage. 


COMPLETE SEDGWICK LINE MEETS EVERY REQUIREMENT 


In addition to the Sedgwick Under-Counter, and regular 
two-stop Roto-Waiters, Sedgwick also builds Multi-Stop 
Electric Traction Dumb Waiters for three or more land- 
ings — with a wide selection of specially engineered 
control equipment and signal systems to suit individual 
needs. Other Sedgwick Dumb Waiters — including both 
electrically and manually operated types — are like- 
wise available in a wide range of sizes and capacities. 
Steel towers and enclosures can be supplied where 
desirable. Specify, too, Sedgwick Steel Dumb Waiter 
Doors for complete satisfaction. 


Write for Illustrated Booklet AR-2 


Secun 


Car Travels to One Inch Beneath 
Underside of Counter... Safely! 
Plan, shown above, shows stand- 
ard Under-Counter Roto-Waiter 
with car 24" x 24", 150 Ibs. 
capacity. Also built specially in 
greater capacities with cars up 
to 36" x 36". The height of the 
car is, of course, dependent on 
the clear height available under 
the counter, 


MACHINE WORKS 


142 West 15th Street, New York 11, N. Y. 


ELEVATORS * DUMB WAITERS * RESIDENCE ELEVATORS - STAIR-TRAVELORS 
ROTO-WAITERS * SIDEWALK ELEVATORS * FREIGHT ELEVATORS + DUMB WAITER DOORS 


THE MAXIMUM IN SAFETY. . . THE ULTIMATE IN ECONOMY — SINCE 1893 
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mediate development; the other, in the 
northwest, is to be developed later. An 
industrialist moving to the New Town 
can either lease land and build his own 
factory, or rent a standard factory — 
or factory sections — to be built by the 
Development Corporation in units of 
2000 sq ft. The eastern industrial area 
has, with railway and canal, the facili- 
ties essential for large industries, whereas 
the western industrial area will be al- 
located for smaller factories because of 
its existing landscape and its proximity 
to the future town center. 

Residential areas consist of thirteen 
individual units, separated by open 
spaces which are left free for schools, 
recreation grounds or farm land in ac- 
cordance with their natural topography 
and landscape. The units are grouped 
around four major centers. In one of 
these, large-scale town activities will be 
focused; this will be the Town Center, 
with the principal shopping and business 
area, administrative, cultural and enter- 
tainment buildings, hotels, wholesale 
and warehouse buildings. Each of the 
other three major centers will be com- 
posed chiefly of buildings necessary to 
make the neighborhoodsclustered around 
them self-contained. These four major 
groups will house each about a quarter 
of the total population of the town 
(anticipated to be 60,000, although in 
the opinion of the General Manager, 
Mr. Adams, this figure might be in- 
creased to 80,000 without causing addi- 
tional expense except for housing). 


Progress Plan 


The Corporation intends to develop 
unit by unit from east to west, and esti- 
mates that it will take five years to 
reach the Town Center, fifteen to twenty 
to build the whole town. Division into 
four interdependent centers facilitates 
this progress plan. Construction of 
houses and apartments was started last 
spring in the unit called Mark Hall 
North, which lies closest to the existing 
village of Old Harlow and the eastern 
industrial zone. This unit is subdivided 
into three sections, each designed by a 
different architect: one by Frederick 
Gibberd, the author of the master plan; 
one by Maxwell Fry, Drew and Partner; 
one by a Design Unit of the Develop- 
ment Corporation. 

With the construction of dwellings 
and their principal services is synchro- 
nized the building of schools, which 

(Continued on page 188) 
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Headmaster Praises Multi-Clean Method for 


Gym Floors 


Hard, Gleaming Surface 
Safe, Non-Slip Footing 
Minimum Maintenance 


The Multi-Clean Method, applied to this 


a long-lasting gloss . . - 


floor, gives it Clean 


keeps it in tournament shape. Multi- а 
Gym Finish excels or meets all speci ing 
tions established by the Maple Flooring 


БЫКЫЙ, 
Manufacturers’ Associatio! 


AVAILABLE TO ARCHITECTS 


A finger-tip reference for maintaining every type of floor 


€ A report from the Headmaster of a 


leading Midwestern prep school stated MU PE TU 
Manuals for every type of 


that the Multi-Clean Method applied to floor are available upon re- 


their gym floor resulted in greater gloss quest, These manuals furnish 
you detailed instructions for 


and durability, better safety and sharply 


the proper care of wood, 


reduced labor and maintenance costs. concrete, rubber tile, ter- 
: . razzo, asphalt tile and lino- 
Applied to gym floors, the Multi-Clean res Нс ноз 
Method resists rubber burns, makes а for maintaining floors in spe- 
г я A > ific buildings or industries. 

tough, gleaming surface. Since it provides а 
59,8 5 P They show you how to keep 


fast, slip-free footing, it helps prevent floors safer, looking better, 
accidents. Maintenance costs are negligi- wearing Jenger, Send forthe 
Pe ) complete series today. 
ble, because only periodic sweeping or 
vacuuming is needed between annual 
applications of Multi-Clean Gym Finish. A 


light buffing removes heavy rubber marks. 


MULTI-CLEA 


PR OD U C T 5; 
2277 Ford Parkway St. Paul 1, 
Dept. 41B Minnesota 
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(Continued from page 186) 


rests with the Education Authority; of 
health centers, which are the respon- 
sibility of Harlow Development Cor- 
poration; and a hospital, which falls 
under the authority of the Ministry of 
Health. Private architects will be com- 
missioned by the respective authorities 
to design these buildings. The progress 
plan further includes provision of social 
and recreational facilities, the step-by- 
step building of the neighborhood center 


with its shopping and service facilities. 
To provide for entertainment in the 
early stage of development, part of a 
standard factory unit, planned in the 
close-by industrial area, will temporarily 
be fitted and rented as a cinema. 
Meanwhile detailed planning of the 
second unit, Mark Hall South, has been 
started. It comprises four distinct de- 
velopments assigned to different archi- 
tects: one to a second Design Unit of the 


ON AIR 
CONDITIONING! 


PAT. NO. 2,297,928 


COMPLETELY PACKAGED 
AIR CONDITIONER 


a 50-ton Governair unit that 


UNIT 


EVAPORATIVE 
CONDENSERS 


AIR CONDITIONERS 
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Save water! Save space! Save 
installation time and money! 
Save operating costs! Yes, in- 
stall Governair and save from 
$50 to $200 for each ton of the 
completely packaged Governair 
unit designed to fit your needs! 


Experience proves Governair 
can save you up to $5,000 on 


М 
GOVERNAIR 
-r 


gives greater dependability and 
more “engineered efficiency” 
than ever before! 

If you want the best—if you 
want the most economical and 
reliable air-conditioning unit on 
the market ... CHOOSE 
GOVERNAIR and SAVE! 


= 


BLAST COILS 
FOR HEATING 
& COOLING 


Development Corporation; the others to 
the following private firms: Cadbury 
Brown, Richard Sheppard, F. R. S. 
Yorke. 


Distribution of Planning Work 


Distribution of work among various 
offices offers younger architects chances 
to establish reputations. Private archi- 
tects are given commissions either on 
merits of past work or on approval of 
applications to the Corporation. The 
Corporation holds full responsibility for 
choice of architects; the Minister is not 
consulted on this question. 

To the offices of the Corporation in 
Harlow, and to the surveyors, archi- 
tects, and engineers, is added another 
professional figure peculiar to building 
practices in England: the quantity sur- 
veyor, who has independent status as a 
controller and advisor on all facets of 
building expenditure. In England, hardly 
any architect would be prepared to pro- 
ceed beyond preliminaries without the 
services of a quantity surveyor. These 
are remunerated on a percentage fee 
basis, and include preparation of bills of 
quantities on which bids and final build- 
ing contracts are based — a procedure 
which leaves no possibility for difference 
of opinion or interpretation. To this post 
the Harlow Development Corporation 
appointed Oswald E. Parratt, who has a 
staff of eighty. The execution of all work 
— buildings, services and roads — is en- 
trusted to contracting firms after com- 
petitive bidding. 


Acquisition of Land 


Closely synchronized with develop- 
ment progress is acquisition of land. 
Just over 1350 acres of the Mark Hall 
area have already been purchased. As a 
general rule, the farmer is given suffi- 
cient time to rotate his crops and get full 
value out of his land before it is taken 
Over. 

Harlow New Town is here used as 
example because it is the one farthest 
along in actual construction. Visitors to 
next year's British exhibition, The 
Festival of Britain, will be invited to in- 
spect Harlow New Town as a show win- 
dow of the Ministry of Town & Country 
Planning's achievements. From the top 
floor of the ten-story apartment block 
in Mark Hall North, scheduled for com- 
pletion early next spring, visitors will 
have a view of the entire Harlow area. 


OTHER NEW TOWNS 


Other New Towns in the London re- 
gion follow a more or less similar pat- 
(Continued on page 190) 


ARCHITECTURAL RECORD 


Жш [К PAY LO SSREDOOR 


Provides the Beauty of Natural Wood 


-Plus 
Rated Fire Protection 


14075 Laboratories. Ine, 

: [t хе IN VERTICAL SHAFT 
FOR OPEN 
s S 


For both public and residential buildings, the new 
Kaylo Firedoor offers these important advantages: 


FIRE PROTECTION—Built around an incombustible 
Kaylo core, using fire retardent treated wood edge 
bands, the Kaylo Firedoor carries an Underwriters' 
fire rating for Class B and C openings. 


HANDSOME APPEARANCE—The wood veneer-faced 
Kaylo Firedoor equals the richness of the most 
striking conventional wood doors. 


GREAT DIMENSIONAL STABILITY—A Kaylo Firedoor 
does not warp, swell or shrink—even when sub- 
jected to heat or cold, dampness or dryness. 

HIGH INSULATING VALUE—Installed in an exterior 
opening with weather stripping, a Kaylo Firedoor 
insulates more effectively than a conventional door, 
plus a storm door. 


LIGHT WEIGHT PLUS STRENGTH—A standard 3'4" x 7’ 
Kaylo Firedoor weighs only 90 lbs., but can sup- 
port an 8000-1. distributed load with only 14-inch 
deflection while loaded. After unloading, there is no 
permanent deflection. 


Get all the facts now about the new Kaylo Firedoor. 


CROSS SECTION OF A KAYLO FIREDOOR 


Waterproof glue is used to bond veneer cross banding to 
the Kaylo core and face veneer to cross banding. Edge 


INORGANIC 


КАО core —P > bandings are strips of solid hardwood, which have been 
{ ) treated with Protexol Class A fireproofing agent. 
CROSS BANDING: [ 
FACE VENEER - Sy SEND FOR FREE LITERATURE / 
EIREPROOFED — НИ d p" ee A- XX C AM 
\\ 1 OWENS-ILLINOIS GLASS COMPANY — | 


| Kaylo Division, Dept. N-25, Toledo 1, Ohio [| 


OWENS-ILLINOIS GLASS COMPANY 


| 1 Gentlemen: Please send me literature оп the new Kaylo Ficedoor. | 


| І МАМЕ E A A аеннан аена ае ТТЕ 
| Kaylo Division • Toledo 1, Ohio l Нашаа арк TAAA айу зау йари ЕБ {| 
| | 
| SALES OFFICES: і ADDRES «ie ee ease suo Eis dau Nadie рай oret бө: ања 
Atlanta - Boston - Buffalo · Chicago - Cincinnati - Houston - Minneapolis - New York s E I 
Oklahoma City - Philadelphia - Pittsburgh - St.Louis - Toledo - Washington J CITY .cccccccccccccnseccccegtecscoccces TATE. .... eee eoo { 
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FASTEN INSTANTLY 
INTO STEEL OR CONCRETE 


witty Ramset Dual Adon 


EIU FASTENING STER 


This outstanding Tool improvement offers 
quick, dual choice of method to suit the 
work best. . . and makes the RAMSET 
FASTENING SYSTEM still more applicable 
to easier, faster, more flexible, lower cost 
fastening work in steel, concrete, masonry 
and other building materials. 


Varying powder charges insure correct 
penetration with no extra mechanical 
devices. Widest variety of steel drive pins 
and studs for practically any construction 
fastening job. RAMSET FASTENERS, of 
smaller shank size than conventional 
fasteners, have equal or greater holding 
power and permanence. Strong, precision 
built RAMSET Тоог offers unmatched 
power, flexibility, durability and safety. 


See RAMSET in ACTION 


Ask your local RAMSET Specialist for a 
15-minute demonstration of RAMSET 
FASTENING SYSTEM. See how it can help 
get building projects finished faster, at 
less cost. RAMSET FASTENERS, INC., 
12117 Berea Road, Cleveland 11, Ohio. 


TAP IT... 
or TURN IT 


BRITAIN BUILDS 
(Continued from page 188 


tern. In some, for instance Welwyn 
Garden City and Hatfield New Towns, 
are incorporated large existing develop- 
ments. Not interfering with Ebenezer 
Howard’s original garden city concept, 
the two planners, Louis de Soissons and 
Lionel Brett, add to this twin city new 
elements of urban quality. 

From Crawley New Town, on the 
London-Brighton electric railway, the 
center of London is easily reached, a fact 
which has led to a different progress 
schedule. In contrast to Harlow, the 
Crawley Development Corporation gives 
first priority to industrial buildings, ex- 
pecting that workers transferring to the 
New Town could, for a time, remain in 
London homes and travel to their new 
place of work, moving to Crawley as 
new houses become available there. 

Plans of New Towns outside the Lon- 
don region strongly reflect their respec- 
tive situations and, basically, are mod- 
eled on their industrial structures: 
Aycliffe in the north of England, for 
residences next to an existing large war 
plant now turned over to peacetime pur- 
poses; Peterlee, to provide living ac- 
commodations for miners at present 
existing in poor villages of rundown 
houses; Cwmbran, where a number of 
factories have been built under the 
Government's policy to revive South 
Wales; Corby in Northamptonshire, 
where expansion of iron and steel works 
will more than double the size of the 
existing town. Not all the New Towns 
are new. Some are unforeseen or ac- 
celerated expansions of existing com- 
munities. 


WOULD THE IDEA WORK 
IN THE UNITED STATES? 


Once we agree upon the desirability of 
organized decentralization, and upon 
the New Towns idea as a satisfactory 
method, the principles underlying the 
idea can be applied to metropolitan 
areas everywhere. In England, the New 
Towns idea has developed logically, in 
sequence, with legislative acts — essen- 
tially non-party, or more properly, all- 
party measures — gradually planting 
the roots for its development. 

The scale of the idea suggests govern- 
mental participation and support at the 
start. As soon as the revenue-producing 
phase is reached, there is no reason why 
private enterprise should not enter and 
either purchase or build on its own ac- 
count. In London the most important 

(Continued on page 192) 
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A MORE 
LUXURIOUS WAY 
OF MOVING 
MORE PEOPLE 


at a surprisingly 
low price* 


The new Otis free-flow Escalator extends the 
spaciousness of free-flow sales aisles to vertical trans- 
portation. Shoppers ride side-by-side as casually as 
they walk along a sales aisle. Without waiting, crowd- 
ing, effort. Its a more luxurious way of attracting 
more street-level shoppers to upper floors and base- 
ments—at a surprisingly low price.* 


IN DEPARTMENT STORES. The new Otis free- 
flow Escalator is really an inclined sales aisle. 
Shoppers look around comfortably as they ride... 
locate sales items faster...see bargains they might 
otherwise have missed ... make more impulse pur- 
chases— because merchandise that can be seen can 


be sold! 


IN TRANSPORTATION TERMINALS. Thenew Otis 
free-flow Escalator is a good-will builder. It moves 
masses of people quickly from one level to another 
without crowding. Travelers are grateful. It elimi- 
nates delays and the physical effort of walking and 
carrying baggage upstairs. 


IN COMMERCIAL BUILDINGS. The new Otis free- 
flow Escalator is an income builder. It gives 2nd floor 
locations street-level accessibility. Either from the 
lobby or direct from the sidewalk. It opens up large- 
area 2nd floor rentals to banks and heavy-traffic 
retail stores. 


Details? The new Otis free-flow Esca- 
lator has a 48" riding width and a 
traffic capacity of 8,000 riders an 
\ hour. In addition, it has all the proven 
design features of Otis amazingly 
successful 32" wide escalator which 
it complements—as any of our 263 
! offices will gladly explain! Otis will 
Fi also be glad to make traffic studies 
and assist in developing complete 
vertical transportation systems — with- 
outobligation. Otis Elevator Company, 
260 llth Avenue, New York 1, N. Y. 


*Lower Than Prewar 
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WEISWAY 


GRIP, 


гате 


OF VITREOUS PORCELAIN 


A Better Receptor for Stall Showers 
with Walls of Tile, Marble, Glass, etc. 


For beauty...for safety... for absolutely leakproof service at the most vital 
points in shower construction... specify the Weisway Vitreceptor. The textured 
sea shell pattern in a neutral tone on lustrous white harmonizes with any color 
scheme. Foot-Grip, No-Slip floor is safe, wet or dry, non-absorbent, easy to 
keep clean and sanitary. 


Formed in one piece, of 14-gauge enameling iron, with vitreous porcelain 
finish inside and out, Vitreceptor has no dirt-gathering joints, nothing to crum- 
ble away. No metal underpans or wall flashing are required, no messy mastic 
or other “waterproofing.” Vitreceptor stays Jea&proof — assures client satisfaction 
through the years, protects your reputation. For better stall showers with any 
practical wall material specify Vitreceptor. Write for new catalog folder with 
dimensional and installation details. 


Protection at Vital Points 


Adjoining finish wall materials are enclosed 
within a continuous rim which is an integral 
part of the Vitreceptor body. This feature 
provides a positive wall flashing and assures 
a leakproof meeting joint, whether the wall 
material is tile, as in the illustration at the 
left, glass, marble, etc. 


HENRY WEIS MFG. CO., INC., 1203 WEISWAY BLDG., ELKHART, IND. 


BRITAIN BUILDS 
(Continued from page 190) 


building investments are on ground 
leased for ninety-nine years or longer; 
the lease proposition of the New Towns 
Act is familiar to the British investor. 
To inject freehold propositions into the 
New Towns idea might alter its local 
interpretation but would probably not 
lessen its effectiveness. To protect against 
uncoordinated design, a carefully con- 
sidered definition of permissible building 
volume and height would be required. 
The impressive architectural aspects of 
Paris, for instance, could not have been 
achieved and protected without such 
restrictions. 

When we look at our metropolitan 
centers we may or may not like changes 
inside them; our tastes differ; but we 
almost unanimously agree that a drive 
through the outskirts, comparing the 
picture we see today with that of only 
ten years back, is painful. If once there 
was beauty there, nothing is left of it. 
Subdivisions, with monotonous apart- 
ment buildings or detached houses spilt 
like peas over the site, replace former 
farm land and landscape features in 
locations which should have been pro- 
tected if for no other reason than to 
secure for the encircled city breathing 
space and recreational possibilities. 
Would it not have been wiser to prevent 
the tentacles of ribbon development 
along main roads, to have preserved a 
surrounding strip of green, to have or- 
ganized decentralization into new, bal- 
anced communities? 

For the United States, or any other 
country struggling against uncontrolled 
urban growth, the British New Towns 
open a new vista. It can be modified to 
meet almost any circumstances or cus- 
toms without losing vitality. What pos- 
sibilities are latent in the idea! 


The author, Michael Rosenaver, F.R.I.B.A., AIA., 
known internationally as an architect, planner and 
housing expert, was born in Austria and has prac- 
ticed in Vienna, Paris, London, and the United 
States. He is Visiting Professor at the School of 
Fine Arts, University of Pennsylvania. 
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Entrance Door Distinction 


created ty 


1902 of impressive, large escutcheons is 
made possible by the Schlage "long backset"—a new 
and notable design factor for dramatic treatment 
of entrance doors. Extreme flexibility of placement is 
indicated by centering of the Schlage lock on the panel 
door illustrated. 

Schlage "long backset" locks are easy to install — have 
the dependable Schlage mechanism — proved by more 
than a quarter century in use. 

"Pantheon" Design, with 8" escutcheon— Do you have the new Schlage brochure illustrating “long 
may be placed 5" to 24" from the door backset" locks and designs? You may have your copy by 
edge with the Schlage "long backset." requesting booklet No. AR-630. 


SCHLAGE 


SCHLAGE LOCK COMPANY 


Bayshore Blvd. Empire State Bldg. 
San Francisco New York 
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| ON THE CALENDAR | 


Through Dec. 2: 19th National Expo- 
sition of Power and Mechanical Engi- 
neering — Grand Central Palace, New 
York City. 

Through Jan. 28: “Good Design," an 
exhibition of the best designs in home 
furnishings for the year 1950 as chosen 
by the Museum of Modern Art Selection 


(Continued from page 24) 


Committee — The Museum of Modern 
Art, 11 W. 53rd St., New York City, and 
The Merchandise Mart, Chicago. 

Dec. 1-2: Great Lakes Regional Semi- 
nar, the American Institute of Archi- 
tects — Oliver Hotel, South Bend, Ind. 

Dec. 6 and 13: Last two of ten con- 
ferences, Forum for Modern Living, spon- 
sored by the Architectural League of 
New York. Dec. 6 — Lighting and Color 
in the Home; Dec. 13 — Widening Ho- 


WITH 


MEN Premium Quality 


BETTER 


There are four good reasons 
why Azphlex grease-resistant asphalt 
tile offers such remarkable qualities: 


o Tremolite Talc, its mineral filler, is highly stable, and 
totally resistant to alkalis, acids and: other chemicals. It is 
fine-grained dnd microscopically fibrous. 


e Asbestos Fiber used in Azphlex is of the Chrysotile 
variety, noted for its fine texture, flexibility, strength and 
resistance to fire. 


e Thermoplastic Binder is a polystyrene—a scientifically 
proportioned composition of low molecular weight— 
which is plasticized with aromatic, petroleum-derived oils 
and is unaffected by moisture, acids, alkalis, oxidation, 
etc. Uniformity and perfect blending are assured because 
the binder is cooked at high temperature in large batches. 

[4] Color Pigments used in Azphlex are permanent and 
alkali resistant. 


When you specify gredse-resistant, pre- 
mium-quality Azphlex Asphalt Tile — you 
can know that you're giving your clients 
better, longer-lasting floors at lower cost. 
Get full information and sample tiles from 
your AZROCK-AZPHLEX Dealer, or write 
to Dept. C. 


UVALDE ROCK ASPHALT CO. 


Makers of AZROCK and AZPHLEX Asphalt Tile 


FROST BANK BLDG. * SAN ANTONIO,TEXAS 
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rizons. Conferences are scheduled from 
8:30 to 10:00 p.m. — The Architectural 
League, 115 E. 40th St., New York City. 

Jan. 15-18: Plant Maintenance Show 
and Conference on Plant Maintenance 
Techniques — Auditorium, Cleveland. 

Jan. 17—Mar. 18: Exhibition of prize- 
winning designs from Lamp Competi- 
tion — Museum of Modern Art, 11 W. 
53rd St., New York City. 

Jan. 18-20: Seventh Annual National 
Technical Conference, Society of Plas- 
tics Engineers, Inc. — Hotel Statler, 
New York City. 

Jan. 21-25: Seventh Annual Conven- 
tion, National Association of Home 
Builders — Stevens and Congress Hotels, 
Chicago. 

Jan. 22-25: 57th Annual Meeting, 
American Society of Heating and Ven- 
tilating Engineers — Bellevue-Stratford 
Hotel, Philadelphia. 

Jan. 22-26: 10th International Heat- 
ing and Ventilating Exposition — Com- 
mercial Museum, Philadelphia. 


| OFFICE NOTES 


Offices Opened 


e Thomas J. Donoghue has opened an 
office for the general practice of archi- 
tectural design at 1846 Ash St., De- 
troit 8, Mich. 


e Myron M. Kehne announces the open- 
ing of an office for the practice of archi- 
tecture at 2639 University Ave., St. 
Paul, Minn. 


e Harry C. Kline, Jr., industrial de- 
signer, has opened new shops and offices 
at 49 Virginia Place, Buffalo, for the 
making of industrial scale models for 
architectural, engineering and indus- 
trial firms. 


* Eleanor Pepper, Architect, announces 
the opening of her office as consultant 
on interior design and finishes at 150 E. 
35th St., New York City. 


New Firms, Firm Changes 

e Edward J. Hurley and Raymond P. 
Hughes announce the partnership of 
Hurley & Hughes, Architects, with 
offices at 12 E. 48th St., New York City. 


* Announcement has been made of the 
formation of the partnership of Graham 
Latta.and Carl Denney, Architects, at 
940 Alma St., Glendale 2, Calif. 


(Continued on page 196) 
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Installation of Bethlehem Longspan Joists in Fernbrook Park Mill (Dallas, Pa.) of Bloomsburg Mills, Inc. 
Architect: Lacy, Atherton and Davis, Wilkes-Barre, Pa. Contractor: Sordoni Construction Co., Forty Fort, Pa. 


Fewer Interior Columns Needed 


When You Design with longspans 


OU'LL find that fewer interior columns are 

required when you use Bethlehem Longspan 
Steel Joists to support the roofs of warehouses, fac- 
tories, garages and similar structures. 

Bethlehem Longspan Joists are ideal for use in 
roof construction of industrial buildings because they 
eliminate interior columns in floor areas up to 64 ft 
or more across. In addition to making possible 
greater clear floor area, they have these other ad- 
vantages: (1) they reduce the need for pilasters, 
(2) they save construction time, as pipes, conduits 
and ducts can be run through the open webs of the 
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joists, (3) they can be used to advantage in floor 
construction. 

Bethlehem Longspan Joists come completely fabri- 
cated and clearly marked, ready for use. They are 
made in two types—underslung construction with 
top-bearing ends, and bottom-bearing construction 
with square ends. They have cambers of approxi- 
mately l/ in. for 30-ft spans, 34 in. for 40-ft spans, 
l in. for 50-ft spans, and 1!/ in. for 60-ft spans. 

For additional details about Bethlehem Longspan 
Joists, get in touch with the nearest Bethlehem sales 
office. Or write to us at Bethlehem, Pa. 


BETHLEHEM STEEL COMPANY, BETHLEHEM, PA. 


On the Pacific Coast Bethlehem products are sold by Bethlehem Pacific Coast Steel Corporation. Export Distributor: Bethlehem Steel Export Corporation, 


BETHLEHEM LONGSPAN JOISTS 
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• George Nemeny and А. W. Geller, 
Architects, have announced the dissolu- 
tion of their partnership. They will con- 
tinue to practice independently — Mr. 
Nemeny at 100 W. 42nd St., New York 
City, and Mr. Geller at 130 E. 56th St., 
New York City. 


* Howard W. Tuttle, A.I.A., H. James 
Holroyd, A.I.A., and Richard N. Ma- 
theny, A.LA., announce the formation 


(Continued from page.194) 


of a partnership for the general practice 
of architecture. The new firm, which will 
be known as Tuttle, Holroyd and Ma- 
theny, will have offices at 3201 W. 
Broad St., Columbus 4, Ohio. 


New Addresses 


The following new addresses have 
been announced: 
P. Arthur D'Orazio, Architect, 712 


/ 


ЛЖ 


/ | Lightweight... insulating 7 


Use concrete made with Waylite aggregate for roof 
or floor fills. Reduces deadweight. Has high ther- 
mal insulation and sound-deadening values. In- 
combustible. Easily placed, especially around pipes 


and conduits. 


Waylite is a lightweight air-cell aggregate made by 
processing molten blast furnace slag. It is a uniform 
material that comes properly graded. Recommen- 
dations for its use are supported by a wealth of 
technical data and by widespread, successful use on 
various types of structures. Approved by Board of 
Standards and Appeals, New York City. 


In addition to fills, Waylite aggregate makes light- 
weight structural concrete that saves as much as 
3596 deadweight and can be designed up to 4000 
psi. See Sweet's for engineering data. For further 
information and quotations, address the Waylite 


for 
Bethlehem, Pa. 


lightweight 
concrete 
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Co., 105 W. Madison St., Chicago 2, or Box 30, 


Union National Bank Bldg., Youngs- 
town, Ohio. 

John Kewell, Architect, 1344 Wilshire 
Blvd., Los Angeles 17, Calif. 

Newton L. Lockwood, Architect, 112 
W. Main St., Plainville, Conn. 

Theodore L. Soontrup, A.I.A., 118-14 
Queens Blvd., Forest Hills, L. I., N. Y. 

Beverly A. Travis & Assocs., Elec- 
trical Engineers, and C. W. May, 
Mechanical Engineer, 407 Medical Arts 
Bldg., Seattle 1, Wash. 


ELECTIONS 
APPOINTMENTS 


* Officers of the Northern California 
Chapter of the American Institute of 
Architects for 1950-51 are: Ralph Pol- 
lack, president; F. Joseph McCarthy, 
vice president; William B. McCormick, 
secretary; George A. Downs, treasurer; 
Charles F. Masten, director (three-year 
term), and (continuing as directors) 
John Lion Reid and William H. Rowe. 


• Charles J. Nocar, director of research 
and development at the E. H. Hauser- 
man Co. of Cleveland, has been elected 
president of the Acoustical Materials 
Association for 1950-51. 


* Dave Chapman, 41-year-old Chicago 
industrial designer, has been elected 
president of the Society of Industrial 
Designers for the coming year. He suc- 
ceeds Egmont Arens of New York. Other 
newly-elected officers of the Society are: 
Viktor Schreckengost, Cleveland, vice 
president; Robert Hose, New York, 
secretary; and A. Baker Barnhart, New 
York, treasurer. 


* Officers and new directors elected by 
the American Institute of Steel Con- 
struction at its annual convention are: 
president — R. D. Wood, Mississippi 
Valley Structural Steel Co., Chicago; 
first vice president — J. E. Jackson, 
Pittsburgh-Des Moines Steel Co., Pitts- 
burgh; second vice president — J. Philip 
Murphy, Judson-Pacific-Murphy Corp., 
Emeryville, Calif.; executive vice presi- 
dent — L. Abbett Post, New York 
City; treasurer — James M. Straub, 
Fort Pitt Bridge Works, Pittsburgh; 
secretary — M. Harvey Smedley, New 
York City; directors — R. N. Allen, 
Star Iron & Steel Co., Tacoma, Wash.; 
L. J. Knapp, Whitehead & Kales Co., 


(Continued on page 198) 
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THE OLD WAY . . . live front, with fuses, knife 
switches and air circuit breakers—a disorderly 
arrangement of equipment that introduces prob- 
lems of safety, flexibility and service continuity. 


THE MODERN WAY... Westinghouse “Unitized” 
Low-Voltage Switchgear. Metal-enclosed air cir- 
cuit breakers speed servicing .. . are interlocked 
to assure safety of personnel. All operations 
accomplished without exposing live parts. 


DECEMBER 1950 


you can ВЕ SURE.. te 1т5 


Westinghouse 


Certainly not! This modern new building will naturally have 
a modern heating system, too. Yet . . . electrical equipment— 
nearly as old-fashioned as the pot-bellied stove—is often specified, 
purchased, and installed in buildings under construction today. 


We refer to electrical control equipment . . . the all-important 
nerve center of any modern building. This is where the power 
supply is controlled and distributed to the many facilities which 
depend upon electricity. Here, you must be sure . . . for the pro- 
tection of costly equipment, the safety of personnel, and opera- 
tion of vital services are at stake. 


Westinghouse Low-Voltage, Metal-Enclosed Switchgear offers 
the kind of dependability you need for this critical application. 
This is the modern way . . . the way that assures adequate inter- 
rupting capacity ... that eliminates fire hazard. All breakers and 
associated equipment are completely enclosed in convenient, 
self-supporting ““Unitized” structures to assure safety, flexibility, 
reliability. Contrast this with the old-fashioned installation 
shown at left, above—a type which is still being specified—and 
ask yourself this question: 


Which type of installation will best fit the buildings I design? 


For complete information on Westinghouse Low-Voltage 
Switchgear, send for Booklet B-2296-D. Address: Westinghouse 
Electric Corporation, P.O. Box 868, Pittsburgh 30, Pa. J-60733 


LOW-VOLTAGE 
SWITCHGEAR 
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Detroit, Mich.; Earl A. Jung, August 
Feine & Sons Co., Buffalo; F. E. Owen, 
Paxton & Vierling Iron Works, Omaha. 


e Harry W. Pierce has been elected 
president of the American Welding So- 
ciety for the coming year. Mr. Pierce is 
assistant to the president, New York 
Shipbuilding Corp., Camden, N. J. 
first vice 


Other officers elected are: 


(Continued from page 196) 


president — Charles H. Jennings, engi- 
neering manager, Welding Department, 
Westinghouse Electric Corp.; second 
vice president — Fred L. Plummer, di- 
rector of engineering, Hammond Iron 
Works, Warren, Pa. 


e Lester T. Avery, president of the 
American Society of Heating and Venti- 
lating Engineers, is chairman of the 
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RIXSON 


quire several points of hold-open. Upon quick 
release by a slight manual opening of the 
door, it returns to closed position under con- 
trol of the hydraulic checking device. Almost 
any number of positive hold-open points 


desired may be furnished. 


ww 
MULTI-POINT 


Usea with the Rixson Uni-Check, the 
Multi-Point Door Holder No. 37 offers an 
unsurpassed installation for doors which re- 


DOOR 
\ HOLDER 


Special problems of 
installation will receive 
prompt attention from the 
Rixson engineering and 
designing departments. 


The OSCAR C. RIXSON COMPANY 


4450 Carroll Avenue, Chicago 24, Illinois 


Established 1900 


Telephone MAnsfield 6-5050 


SALES REPRESENTATIVES 


ATLANTA—W alter S. Johnson, 917 St. Charles Ave., 
Tel. Vernon 4725. i 

CANADA—The Richards- Wilcox Canadian Co., Ltd., 
London, Ont., Tel. Fairmont 2800. 

LOS ANGELES— George E. Tupper, 1010 №. Olympic 

Blvd., Tel. Prospect 0924, 
NEW YORK—Fred G. MacKenzie, 107 Reade St, 
Tel. Barclay 7-6852. 


€—— 


рсе ий 
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PHILADELPHIA—G. Norris Williams, 211 Greenwood 
Ave., Wyncote, Pa., Tel. Ogontz 1929. 


SEATTLE — S. G. Kirkland, B45 Bellevue Ave., North, 
Tel. EAst 8855. 


WASHINGTON, D, C.—L. R. Anderson, 4318 Rose- 
dale Ave., Bethesda, Md., Tel. Oliver 4873. 


Advisory Committee of the 10th Inter- 
national Heating and Ventilating Expo- 
sition, to be held at the Commercial 
Museum in Philadelphia January 22-26. 
Others named to serve on the committee 
are these Society members: Charles 8. 
Leopold, member of the Council; John 
W. McElgin, president, Philadelphia 
Chapter; Edward L. Crosby, president, 
Baltimore Chapter; H. J. Kirkendall, 
president, Pittsburgh Chapter; Carl F. 
Kayan, president, New York Chapter; 
H. P. Gant and Merrill F. Blankin, past 
presidents. A. J. Nesbitt, general chair- 
man of the ASHVE annual meeting, 
also is a member of this group. 


e Leigh W. Haefle has been appointed 
assistant chief engineer of the general 
engineering department of Air Reduc- 
tion Co., Inc. 


e Lyman H. Allen Jr., formerly assist- 
ant chief design engineer in charge of 
chemical process design with the Amer- 
ican Viscose Corp. in Philadelphia, has 
been named chief engineer of Foster D. 
Snell, Inc., New York firm of chemical 
and engineering consultants. 


AT THE COLLEGES 


Microfilm Project Would Save 
Architectural Data on Chicago 


A joint project of the Art Institute of 
Chicago and the University of Illinois 
seeks to preserve the architectural herit- 
age of Chicago on microfilm. 

John G. Replinger, a 1949 graduate of 
the School of Architecture of the Uni- 
versity of Illinois, has been appointed 
through the university as executive as- 
sociate in charge of the microfilming 
project. 

The plan is to microfilm working 
drawings and other pertinent material 
which can reveal the essential details of 
Chicago architecture. These bulky and 
rapidly disappearing documents can 
easily be preserved in microfilm form 
and made available to scholars at the 
Burnham Library of Architecture at the 
Art Institute and the Ricker Library of 
Architecture at the University at Ur- 
bana. 

Architects, estates, contractors, cor- 
porations, realtors or others who may 
possess plans and other records of sig- 
nificance have been asked to contact 
Mr. Replinger at the Burnham Library, 
Art Institute of Chicago. 


(Continued on page 200) 
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FOR BETTER VISION SPECIFY THERMOPANE 


Mr. Armstrong furnished 
this sketch of his Thermo- 
pane installation to ex- 
plain “the point of plac- 
ing personnel close to the 
glass wall. It is only by 
doing this that top light, 
free of shadows, is made 
possible.” 


Here an architect has designed a perfect use of Thermo- 
pane* insulating glass. The north side of his drafting 
room is a seven-foot window wall. By seating his 
staff close to the windows, he provides them the bene- 
fit of top light. Yet the men remain comfortable and 
Thermopane with 14” 
hermetic air space, provides approximately twice the 


free from winter chilliness. 


thermal insulation of single glass. 
Harris Armstrong writes, “ 7 hermopane in the other 
areas is not so important (for personnel comfort) but 


was used for economic reasons. Since І use electric 


MADE WITH POLISHED PLATE GLASS 
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The drafting room in the guesthouse-office designed by Harris 
Armstrong, AIA, of Kirkwood, Missouri, for his own firm. 


How This Architect Designed 
...for His Own Business 


Bondermetic Seal * 
(Metal-to-Glass) 


4d. А 


heat and cooling, the additional cost will probably рау 
for itself in a very few years in reduced power bills. 

“Since the Thermopane installations I have made 
between 1940 and the time I built my office have been 
all that is claimed for the material, I used it on my 
own personal work with confidence that it would do a 
good job, and it has." 

Need any information on Thermopane? Or on 
kinds of sash in which it can be used? Our nearest 
branch office will gladly supply it, or write us direct 
if you prefer. *® 


MADE IN U.S. SOLELY BY LIBBEY:OWENS-FORD GLASS CO. 
56125 Nicholas Building, Toledo 3, Ohio 
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Warren. A. Peterson Wins 
$150 Sargent-Yale Prize 
Warren A. Peterson of Jamestown, 
N. Y., a student in the Yale Department 
of Architecture, has been named first 
prize winner of the Sargent-Yale prize 
for his design of an exposition booth. 
Mr. Peterson received a prize of $150 
for his work. Other prize winners were: 
Francis Kwai Hong Mah, of Honolulu, 
Hawaii, who received second prize of 


(Continued from page 198) 


$100; and Arnold Mogensen of Denver 
who received third prize of $50. 

The prize was open only to students 
registered in the Yale Department of 
Architecture. 


Fabric Exhibit Is Held 
At Dartmouth College 


An exhibit of decorative textiles, or- 
ganized by Mrs. John W. Le Sourd, as- 


HERE'S AID TO ARCHITECTS 
and ENGINEERS in 


planning SOUND SYSTEMS! 


RCHITECTS and their engineers 
are invited to make full use of the 
experience of RCA Sound System en- 
gineers and the great RCA research 
andengineering laboratories, in plan- 
ning and engineering sound systems. 


Youcan get practical help on sound 
systems for every type of building: 
Schools... Hospitals... Hotels... 


riim lem n mint pm tm Se eee n e a = 
| SOUND PRODUCTS 3-L 
| RADIO CORPORATION of AMERICA | 
| ENGINEERING PRODUCTS DEPARTMENT, CAMDEN. N.J. 1 
| Please have one of your sound system engineers call on us. І 
| МАМЕ | 
1 FIRM. | 
STREET. | 
| du STATE | 
Daae анньа ои панне поа а па ана а заа Н И Н Н О ЛО АНН И ай а НА НЕНЫ Н Н Н Н ОН НН < 
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Factories and Offices ... Churches... 
Department Stores . . . Airports and 
Terminals ... Warehouses and Ga- 
rages... Auditoriums... Recreational 
Centers . . . Institutions .. . Stadiums, 
е е е 
Call оп КСА Sound System engi- 
neers while your plans are still in for- 
mative stage. No obligation, of course. 


sociate of Dorothy Jackson — Interiors, 
of Boston, was held in the Carpenter 
Gallery, Dartmouth College, during 
November. 

The exhibition coincided with Mod- 
ern House Day, a showing of seven 
modern houses by Architects E. H. and 
M. K. Hunter. Leading designers, 
artists, architects and industrial de- 
signers were represented. 

Included were fabrics from Hambro 
House of Design, Dan Cooper, Ben 
Rose, Knoll Associates, Arundel Clarke, 
Bonnier’s, Schiffer Prints, Brunswig 
et Fils, F. Schumacher, J. Morley 
Fletcher and Laverne Originals. 


Award Set Up at Cornell by 
Skidmore, Owings & Merrill 


Skidmore, Owings & Merrill, archi- 
tects and engineers of Chicago and 
New York, have established a $1000 
scholarship for fifth-year students in 
the College of Architecture at Cornell 
University. 

Robert F. Gatje of Brooklyn is the 
first recipient of the award, which will 
be made annually. 

The new scholarship is awarded pri- 
marily on the basis of academic per- 
formance and professional promise. 

Nathaniel A. Owings of the firm is a 
graduate of Cornell's College of Archi- 
tecture, class of 1927. 


Scholarships, Fellowships 


The Department of Landscape Archi- 
tecture of Harvard University's Gradu- 
ate School of Design has announced a 
scholarship equal to the full tuition fee 
of $600 for the academic year 1951-52. 
Inquiries must be received before Jan. 1, 
1951. 

The scholarship, open to those eligible 
for admission as regular students in 
September 1951, will be awarded on 
the basis of scholastic standing and evi- 
dence of interest in the field of land- 
scape architecture. 

Detailed information is available from: 
The Chairman, Department of Land- 
scape Architecture, Robinson Hall, Har- 
vard University, Cambridge 38, Mass. 


Faculty Appointments 


• The College of Architecture and De- 
sign at the University of Michigan an- 
nounces the following appointments to 
its staff: William Muschenheim, A.I.A., 
formerly of New York City, M. Arch., 

(Continued on page 204) 
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One of many full color illustra- 
tions in The Color Book Of Tile. 
See wall and floor tiles, patterns, 
bathroom accessories, inserts, 
decorative tiles in exact color. 


Fast 
Safe 
Way To 


Specify 


SEE IT- r SELECT IT... 
in THE COLOR BOOK OF TILE 


Take the hard work out of speci- 
fying tile. It’s quick, simple and 
sure with The Color Book of Tile. 
Selection of tile is easy this way. 
You see exact color reproductions 
of complete tile installations— 
kitchen, bath, powder and game 
rooms. You compare colors, pat- 
terns, strips, inserts and acces- 
sories. A variety of choices are 


readily considered. Clients can 
easily picture the installations you 
are planning. 

Complete, 42-word specifications 
are already written for each in- 
stallation . . . ready for you to 
copy. You are sure of quality 
installations that duplicate your 
choice, when you specify tile this 
quick, easy way. 


AMERICAN-OLEAN TiLE COMPANY 


Executive Offices: 925 Kenilworth Ave., Lansdale, Penna. 


IT'S REAL 
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CLAY TILE 


FREE To Every Architect 
THE COLOR BOOK OF TILE 


The most complete, most helpful tile 
book ever produced. 100 pages, 
including 30 of typical installations 
in full color; plus color charts of wall 
and floor tile, trim, and hand dec- 
orated inserts. Full architectural 
data and ready-to-use speci- 
fications. If you have not 
received a copy, or need d 
another, write us at once. $ 
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LABORANS 


FOR COMPLETE SAFETY 
specify 


0C METALBESTOS 


GAS VENT PIPE 


DOUBLE-WALL 
CONSTRUCTION 


€ Listed by Underwriters’ Laboratories without qualifica- 
tion as a Type B Gas Vent. 


* Double - wall, all - aluminum construction assures maxi- 


QUICK mum venting efficiency. 


COUPLING 


* Die-formed, gastight couplers permit easy, fast foolproof 
installation. 


* Adjustable lengths and elbows eliminate cutting, reduce 
installation costs. 


ADJUSTABLE ELBOW 


Designed solely for venting gas appliances, QC Metal- 
bestos provides complete protection against gas fumes 
and fire hazards while assuring a quick, strong draft 
for proper venting. It fulfills all requirements of the 
National Board of Fire Underwriters and Underwriters' 
Laboratories, Inc. 


ADJUSTABLE LENGTH 


Available through contractors and dealers throughout the nation. 


Write for METALBESTOS Catalog No. ó M ЕТА LB E STO С 
To Department 1 DIVISION 


WILLIAM WALLACE COMPANY * BELMONT, CALIF. 
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Jeu CORNING 


Twin-lite Lens Panels 
IN BANK OF NOVA SCOTIA BUILDING 


Added Beauty 
Improved Brightness Control 


As one of the best examples of modern office build- 
ing design, it is only fitting that the Bank of Nova 
Scotia Building in Toronto should be equipped 
with the latest thing in lightingware—new Corning 
Twin-lite Lens Panels. A product of Corning re- 
search, this important new medium for fluorescent 
lighting adds beauty and improved brightness con- 
trol to any installation. The lenses in these water- 
white crystal lenses are scientifically designed to 
give a substantial reduction in side and luminaire 
brightness. 

Corning Light-Weight Lens Panels are lower in 
cost than previous products of this type. For ex- 


CORNING, NEW YORK 


FOR EFFICIENT, ATTRACTIVE LIGHTING... 


CORNING GLASS WORKS 


Coming meant weseach tit С» 


ttn d 
Lud 


| 


a 


BANK OF 
NOVA SCOTIA BUILDING, 
TORONTO 
Architects: 
Mathers & Haldenby 
Associate Architects: 
Beck & Eadie 
General Contractors: 
J.L.E. Price & Company 
Consulting Engineer: 
Karel Rybka 
Electrical Contractors: 
Standard Electric Company 
Commercial Fixtures: 


Canadian Westinghouse Co.,Ltd. 


Glass: 


18,000 sq. ft. of Corning 
Twin-lite Lens Panels 


ample, two 24” frame mounted Uni-lite or Twin- 
lite panels will mean a saving in glass cost of 
nearly 12% over four of the old shorter length 
panels. Reduction in weight means easier mounting 
and installation, while the added feature of variable 
lengths widens the field of application. 

Corning Light-Weight Lens Panels are available 
11” wide and up to 48” in length in both Twin-lite 
and Uni-lite patterns. Longer lengths and special 
widths can be supplied on order. Take advantage of 
the possibilities offered by this truly new lighting- 
ware. Write for information today. 


CORNING GLASS WORKS 
Dept. AR-12, Corning, N. Y. 


Uni-lite Lens Panels. 


Please send complete information on Corning Twin-lite and 


CORNING ALBA-LITE for diffusion of fluorescent light ... CORNING FOTA-LITE for high level illumi- 
nation . . . CORNING brand LENS PANELS and PYREX brand LENSLITES for prismatic light control 
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Name. Title. 

Firm 

Address. 

City. = Zone State 
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Peter Behrens School, Vienna — profes- 
sor of architecture; A. Benjamin Hand- 
ler, B.A. Queens University, Canada, 
M. Sc. London School of Economics — 
associate professor of planning. 


e Mr. and Mrs. Paul Wieghardt have 
been appointed instructors in life draw- 
ing in Illinois Institute of Technology's 
Architecture Department. 


(Continued from page 200) 


| EXHIBITIONS | 


Boston Architects Plan to 
View **Rotch in Retrospect” 


“The Rotch in Retrospect,” an exhi- 
bition featuring selected work of all 
holders of the Rotch Traveling Fellow- 
ship since its institution in 1883, will 
begin a month's run in Boston on De- 
cember 12. 


f j 4 LOOK FOR THIS MARK OF QUALITY 


1 


The magic of radio brings you this 
modern convenience! With BARBER- 
COLMAN RADIO CONTROL, you can 
open or close your garage doors by 
simply touching a button in your car. 
'The car can be moving, or standing still, 
anywhere (and in any position) within 
approximately 75 feet of the garage. 
The equipment operates on FCC-assigned 


p ERECTA Voor 


N 


frequencies, hence can use maximum 
power in the transmitter and a minimum 
of tubes in the receiver. Barber-Colman, 
a pioneer in the radio control field, is 
a reliable source of practical equipment, 
with over 20 years experience in this 
specialized field. Ask your Barcol repre- 
sentative for a working demonstration of 
the amazing Radio Control. 


ELECTRIC DOOR OPERATORS 


Soundly engineered and ruggedly built for dependable 
and durable performance — Barcol Electric Door Op- 
erators are made in a variety of models for swinging, 
sliding, overhead, and steel rolling doors, and for 
sliding gates. They can be actuated by any of various 
switches, by electric eye, or by Radio Control. Get a 
demonstration! 


SALES AND SERVICE REPRESENTATIVES IN PRINCIPAL CITIES 


BARBER-COLMAN COMPANY 


102 MILL STREET eœ 


ROCKFORD, ILLINOIS 


The Only Manufacturer of Al Thee... 
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GARAGE DOORS ELECTRIC OPERATORS RADIO CONTROL 


The exhibition has been planned in 
memory of Mrs. Horatio A. Lamb, 
daughter of Mr. and Mrs. Benjamin S. 
Rotch, in whose memory the scholarship 
was established. Mrs. Lamb died earlier 
this year. 

To open the exhibition, the Boston 
Society of Architects will hold a dinner 
meeting on December 12. Each former 
holder of the scholarship (or his suc- 
cessors) is being asked to submit photo- 
graphs, drawings and/or models of the 
projects which he (or his successors) 
considers to be his best work. 

The exhibition will be held in the 
gallery of the John Hancock Building 
and the dinner, to which all former 
Rotch scholarship holders will be in- 
vited, will be held in the Dorothy 
Quincy suite of the same building. 

The last returning Rotch scholar, 
Victor Lundy, brought home a group 
of European and South African water 
colors, which will be included in the 
memorial exhibition. 


Gold Medal Exhibit Opens at 
Architectural League Jan. 15 


Architectural works will have their 
exhibit in the Architectural League’s 
monthly series beginning January 15 
at the League, 115 E. 40th St., New 
York City. The exhibit will close Feb- 
ruary 9. 

The monthly exhibits, limited to work 
executed since 1941, provide a source 
for selection of the exhibits for the 
League’s National Gold Medal Exhibi- 
tion of all the arts. 

Exhibitors on whom awards are con- 
ferred for the monthly exhibit will be 
invited to prepare a comprehensive ex- 
hibit of their work for the Gold Medal 
Exhibit next June. Exhibitors must be 
citizens of the United States, but mem- 
bership in the Architectural League of 
New York is not necessary. Preliminary 
submissions in the architectural exhibit 
were due November 10. 


Finn Juhl Chosen as Designer 
For °51 Good Design Display 


Finn Juhl, Danish designer, has been 
selected to design the installation for 
the 1951 version of the ‘‘Good Design " 
exhibition of home furnishings sponsored 
by the Museum of Modern Art in New 
York and The Merchandise Mart in 
Chicago. The exhibit opens Jan. 15. 

(Continued on page 206) 
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The secret is a clever hinge arrangement— plus a muntin, 
a glass panel and a metal panel. This same beautiful 
Fenestra* Hollow Metal door can be used: Swing-in or 


swing-out . . . left or right hand—each with panels of 
metal or glass... with or without a muntin. 

It costs a lot less because Fenestra craftsmen can give 
you the variety you need and still concentrate production 
facilities on a few basic high-quality types. Naturally, 
when production waste in time and money is eliminated, 
quality goes up and cost comes down. 

This door is tough—it can be kicked and slammed 
and still look good. After years of use, a coat of paint 
will make it like new again. 


enestra 


Doors • Windows • Panels 
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Пане 


this can be 


12 different doors 


... It costs a lot less 


One of 135 Fenestra Doors in Mandeville High 
School, Flint, Mich. Architect: Bennett & Straight 
of Dearborn. Contractor: Karl B. Foster, Flint. 


This door is easy to handle—it swings open and shut 
smoothly, quietly. That operating balance never changes. 
Each door is packed with sound-smothering insulation. 

This door is fire-safe—steel won’t burn. 

Door Comes Complete with Frame and Hardware. Each 
Fenestra door is carefully packaged to protect the 
gleaming finish. You can count on quality with Fenestra 

.. over half a century a leader in metal fabrication. 
Take advantage of versatile Fenestra Stock Hollow 
Metal Doors. You'll appreciate their remarkably low 
cost. Call your Fenestra representative (listed in the 
yellow pages of your telephone directory) for further 
information, or... 


*Trademark 


7———-—- MAIL THIS COUPON -————— 


DETROIT STEEL PRODUCTS COMPANY | 
Door Division | 
Dept. AR-12, 2252 E. Grand Boulevard | 
Detroit 11, Michigan | 
Please send me, without obligation, information on | 
Fenestra Stock Hollow Metal Doors. | 


Мате : 

| 
Company - I 
Address I 
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| COMPETITIONS | 


Tile Council Sponsoring 
Two Student Competitions 


Two architectural design competi- 
tions open to students throughout the 
United States have been announced by 
the Tile Council of America, in coopera- 
tion with the Beaux Arts Institute of 


(Continued from page 2 


Design. Six awards, totaling $325, are 
offered. 

One competition requires a design 
for a group of garden apartments, and 
the other requires a sketch plan for a 
public swimming pool. In both contests, 
special attention is to be given to use 
of real clay tile. 

The competitions close December 23. 
They will be judged the second week in 
January. Details are obtainable from 
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Doors 0 
Distinction 


Consult our catalog when in 
need of conventional Builders 


Hardware. 
Our latest catalog 


No. 49 can be obtained 
from your Architectural 
Hardware Consultant 
or write us— Dept. R. 


Specify “Сірсо Built" for your 
special designs. Your Architec- 
tural Hardware Consultant will 
be happy to work with you on 
either need. 


Ф Manufacturers of Fine Hardware for 26 Years 


CIPCO CORPORATION 


ST. LOUIS 6, MISSOURI 


22nd and COLE STREET • 


206 


the Beaux Arts Institute of Design, 
115 E. 40th St., New York 16, N. Y. 


n 


NESA Holds Contest for 


Design of Electric Sign 


Ten cash prizes totaling $1000 will 
be awarded to winners of the fifth an- 
nual Electric Sign Design Competition, 
sponsored by the National Electric 
Sign Association. 

Prizes will be given for the best elec- 
tric sign designed for a specific industrial 
plant, which was selected to provide 
equal opportunity for all contestants. 
A photograph, location map and di- 
mensions of this medium-size, modern 
factory building are shown in the con- 
test rules, which may be obtained from 


the NESA, 224 S. Michigan Ave., 
Chicago 4, Ш. 
The contest closes December 3l. 


Awards will be made as follows: first, 
$500; second, $200; third, $100; fourth, 
$50; six honorable mentions, $25 each. 
Winners will be announced at the 
NESA annual convention in February. 


AWARDS | 


Lincoln Foundation Makes 
Awards for Bridge Design 


Awards of $10,750 in its 1950 Welded 
Bridges of the Future Program have 
been announced by the James F. Lin- 
coln Arc Welding Foundation. 

Thirteen engineers and bridge de- 
signers participated in the program — 
design of an all-welded 250-ft high- 
way bridge — and entries were received 
from 16 different countries. 

James H. Jennison, 39, of Pasadena, 
Calif., head of Development Engineer- 
ing Division, U. S. Naval Ordnance 
Test Station, received the first award 
of $5000. Second award of $2500 went 
to Ernst Amstutz of Zurich, Switzer- 
land. The Third Award, $1250, was 
given to Prof. Thomas C. Kavanagh, 
38, professor of Civil Engineering, 
Pennsylvania State College, State Col- 
lege, Pa., who in the 1949 Bridge com- 
petition took first award. 

Ten honorable mention awards of 
$200 each went to: M. S. Zakrzewski 
and J. R. Daymond, Durban, South 
Africa; Arsham Amirikian, Chevy Chase, 
Md.; John E. Kayser, Roseland, N. J.; 
J. W. Briscoe and E. R. Bretscher, Ur- 
bana, Ш.; Kazimierz Lecewicz and 

(Continued on page 208) 
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SEND TODAY FOR YOUR FREE COPY OF THE RULES OF THE 


Chicago Tribune's Filth Annual 


BETTER 


ROOMS 


COMPETITION 


$25,000.00 IN 145 CASH PRIZES 
ranging from $100.00 to 51,000.00 each 
for the best ideas for furnishing and 


decorating seven types of rooms 


All entries must be received by 5 p.m. of February 19, 1951 


Іх orver to bring to readers in 1951 stimulating ideas for furnishing and decorating various 


types of home interiors, the Chicago Tribune is conducting its Fifth Annual Better Rooms Competition, 
offering $25,000.00 in 145 cash awards for the best ideas submitted. 
Just as the Chicago Tribune’s competitions in each of the past four years brought out a 


wealth of fresh and interesting ideas in this field of high popular interest, so the 1951 competition 


has been designed to set new standards of excellence in home interior fashions. 


Here is your opportunity to plan one or more typical rooms just the way you would like them to be 


—and to win cash and nation-wide recognition for your efforts. 


After the prize winners have been chosen, the Tribune, just as it has in previous years, intends to reproduce 


the winning ideas, or adaptations of them, in full color in the Chicago Sunday Tribune. 


Everyone is eligible to compete, except 
employes of the Chicago Tribune and 
subsidiaries, members of their families, and 
of the Jury of Awards, which, as in 
the past, will be composed of authorities 
of recognized high standing in the field 
of home furnishing and interior decoration. 

For complete information to help you 
prepare your entry, send today for 
your free copy of the rules which will 
be sent to you postpaid. The closing time 
is February 19, 1951. So don't delay. 
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FILL IN THE COUPON—CLIP AND MAIL TODAY! 


Better Rooms Competition 
Chicago Tribune, 435 N. Michigan Ave. 
Chicago 1 1, Illinois AR 


Without cost or obligation to me, please send to me by postpaid maii 


at the address below a free copy of the rules of the $25,000.00 
Chicago Tribune Fifth Annual Better Rooms Competition. 


City (and Zone No., if you know #)................ State + з зика к 


(Please PRINT in pencil—ink may blot) 
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Wlodzimierz of London and Wembley, 
England; John A. DeLong and A. A. 
Brielmaier, St. Louis; John "Turner 
Percy, Troy, N. Y.; Sidney Rochlin, 
Los Angeles, Calif.; I. L. Hamilton, 
Lanarkshire, Scotland; Kenneth War- 
ren Dobert, Troy, N. Y. 

Designs for the program were judged 
by a jury of leading bridge designers, 
fabricators, public officials and pro- 
fessors of structural engineering. 


(Continued from page 206) 


Ward Harrison Honored 
By London I.E.S. Award 


Dr. Ward Harrison, a past president 
of the Illuminating Engineering Society, 
has become the first American ever 
honored by honorary membership in 
the I.E.S. London, British counterpart 
of the Society in this country and 
Canada. 

Only six honorary members are per- 


hetter control of VENTILATION 
hetter control of LIGHT 


with 


AUTOMATIC MULTIPLE WINDOWS 
Wood Projected Awning Type 


SORE 
MAR DS AER 
PETET 


Harbor Junior College, Los Angeles, Calif., А. C. Zimmerman & Jas. R. Friend, Architects 


Dalmo Windows give full control of ventilation from 1% to 
100% of the window opening. The angle of the open sash 
directs air currents upwards, eliminating drafts. The air 


DALMO WOOD 


diffuses from the ceiling and circulates evenly through the 


room. The open sash sheds rain, deflects wind and allows 


WINDOW HARDWARE 


For the Nation's Schools 


controlled ventilation under all weather conditions. 


Dalmo Windows allow the use of venetian blinds or window 


shades, The sash can be operated without disturbing blind 
or shade. Window shades may be attached to the sash itself 
to control daylight illumination and give uniform light 
distribution without interfering with ventilation. 


seo|our 
CATALOG 


SWEET'S FILE 


ARCHITECTURAL 


DAMOS 
a AA 


1304 Wilshire Boulevard, Los Angeles 17, California 


Continental pac 


Eastern Sales Office: Thorntown. Indiana 


DALMO THE PIONEER OF AWNING TYPE WINDOWS 


TOMATE 
Í RELEASE 
NOW 015. 
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mitted under the bylaws of the British 
society, which cited Dr. Harrison's 
"numerous and valuable contributions 
to the advancement of the art and sci- 
ence of lighting" in presenting his cer- 
tificate of membership. 

For nearly two decades as director 
of engineering of the Lamp Department 
of the General Electric Company, Dr. 
Harrison was in charge of the largest 
illuminating engineering organization 
in the world. 


Howard S. Avery Awarded 
1950 Lincoln Gold Medal 


The American Welding Society has 
selected Howard S. Avery, research 
metallurgist, American Brake Shoe Co., 
as winner of the 1950 Lincoln Gold 
Medal. 

This honor is awarded annually by 
the Society to the author of the paper 
judged the greatest original contribution 
to the advancement and use of welding. 


DR. ROBERT E. DOHERTY; 
CARNEGIE EX-PRESIDENT 


Dr. Robert E. Doherty, president- 
emeritus of Carnegie Institute of Tech- 
nology at Pittsburgh, died October 19 
at Scotia, N. Y. He was 65 years old. 

Dr. Doherty, who retired July 1 as 
head of Carnegie Tech, was a graduate 
of the University of Illinois and Union 
College, Schenectady. He was with the 
General Electric Company from 1909, 
when he graduated from Illinois, until 
1931, first as test and designing engi- 
neer and later as principal assistant to 
the late Charles P. Steinmetz. 

At Yale University from 1931 to 1936, 
Dr. Doherty was first professor of Elec- 
trical Engineering and then dean of the 
School of Engineering, leaving that post 
to become president of Carnegie. 

Dr. Doherty had received many 
honors for his work in engineering and 
was the author of several books. He held 
honorary LL.D. degrees from Tufts Col- 
lege and the University of Pittsburgh, 
and an honorary M.A. from Yale. 

Another award he received was the 
Lamme Medal of the American Insti- 
tute of Electrical Engineers, bestowed 
for his extension of the theory of alter- 
nating current machinery and his skill 
in introducing the theory into practice. 

He was credited with having played a 
leading part in developing the high ten- 
sion electrical system. 


ARCHITECTURAL RECORD 


HOW MUCH CAN YOU SAVE 
BY INSTALLING A [EMEAK GENERATOR 


$20,000.00 
SAVED ANNUALLY 


9 A 
Textile Mill in New England formerly used 40 tons of coal 
at $13.00 per ton; now uses 5,000 gal. of oil per week at 
5c per gal.—saving $270.00 per week on fuel cos! plus 
saving salaries of three men. Total saving approximately 
$20,000.00 per year. 


$4,000.00 


THE ONLY STEAM GENERATOR with 
. 
Jus Shutter 
Watch Dog of Your Boiler Efficiency. Whether you use gas or 
oil, absolute control of the air injected into your burner to 
provide proper flame control is the most importent factor 
toward efficient operation of any steam generator. The famous 


Iris Shutter, Watch Dog of Efficiency, actually meters the air 
volume, synchronizing air and oil or gas adjustment from partial 


— load to full load to provide proper flame control. 
Dairy in New England purchasing 75 h.p. high pressure 
York-Shipley Steam-Pak reduced cost approximately 


аа ааа Steam-Pak Generators are built in capacities from 15 Н.Р. up, for low or high 
pressure steam or hot water, for light or heavy oil, combination gas and oil, 
or straight gas. 

Can you save money with a Steam-Pak? There is one way to find out... 
ask a Qualified Heating Engineer. Your York-Shipley Distributors are thoroughly 
qualified to analyze your problem and determine savings. See your nearest 
York-Shipley Distributor or write, wire or 'phone 


Y ORK-SHIPLEY 


Industrial Division 


1219 Jessop Place, York, Pennsylvania '"Phone 7861 


Write for 
CASE HISTORIES 


ON HOW OTHERS HAVE 
SAVED MONEY WITH 
STEAM-PAK 


Gas and Oil Gas and Oil Rotary Oil-Fired GasFired Oil and Gas Oil and Gas Oil and Gas 
| Steam-Pak Vertical Industrial ^ Conversion Conversion Water Winter Air Tubeless 
Generators Boilers Oil Burners Burners Burners Heaters Conditioners Boiler Units 


бак удронка) INDUSTRIAL DIVISION (ен ет) RESIDENTIAL DIVISION . 
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SPECIFY 


KLLENCO 


глог IN INTERIOR 
FIRE-EQUIPMENT 


1. SIMPLER 


It’s downright easier to indicate 
precisely the Allenco products for 
each job. Easier because data is 
handy: A.1.A. file 29e2 (see below); 
also Sweet's Architectural 
Catalog File. Easier because com- 
plete range concisely presented, op- 
tional factors cross-indexed. Easier 
because our consulting engineers 
wil work out any appropriate 
problem with you. 


2. SAFER 


You can't do wrong by specifying 
ALLENCO products, because 
their reliable quality and prudent 
economy has been distinctive for 
years. Whatever units are indicat- 
ed, you simply can't buy better! 
For example— 


Almost any hose rack unit "tests" 
all right without pressure. Few, if any, 
match this patented ALLENCO- 
Bowes in split-second free-running 
under pressure asin actual emergency. 
Complete line of cabinets, couplings, 
extinguishers, hose, valves, etc. 


Consulting Service Gratis 
Я 


А Пеп on Interior 
Fire-Protection— 
clear and practical 
working data—no 
charge to architects 
and engineers. Write 
for your copy now. 


> [> > > [> > > > [> [> |> [> |> Ў > |> |> |> [> [> [> [> [> [> > [> [> [> [> [> > [> [> Р Р |> [> 


Established 1887 


W. D. ALLEN 


Manufacturing Co. 
CHICAGO 6 NEW YORK 7 
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marked off year by year, but only in 
terms of many years. On the provincial 
level, programs of the Associations in 
British Columbia, Manitoba, Ontario 
and Saskatchewan deserve mention. 

“Regardless of how much money is 
avallable, stress is always laid on the 
necessity of each individual architect 
doing a good public relations job in his 
daily contacts. Most chapters and as- 
sociations do not hesitate to speak out 
on matters of public interest. They urge 
their members to participate in com- 
munity affairs, accept positions of 
responsibility in projects designed to 
benefit their fellow citizens. 

" Partial or full use of press or radio 
facilities are characteristic of the ma- 
jority of programs. Better press relations 
and methods of securing more complete 
coverage of architecture and architec- 
tural events are sought, with radio ef- 
forts usually confined to free broadcasts 
of the public service type. Preparation 
of exhibitions, establishment of speak- 
ers' bureaus, and publication of pam- 
phlets for controlled or common dis- 
tribution are other common activities." 


Nine Months’ 1950 Building 
Nearly at Total for 1949 


Construction contracts awarded in 
September helped swell the total for the 
first nine months of 1950 to over $1 
billion, or little less than the amount 
recorded for the entire year of 1949. 

Figures from MacLean Building Re- 
ports Ltd. show that residential, com- 
mercial and institutional contracts con- 
tinued to increase. But the biggest rise, 
both dollar- and percentage-wise, was in 
engineering projects. They soared $9.1 
million this September over last, an in- 
crease of 96 per cent. 


Defense Plans Underscored 
By Government Appointment 


Determination of the federal govern- 
ment to swing a scythe on non-defense 
construction is seen in the appointment 
of R. G. Johnson as special consultant 
to Canadian Commercial Corporation. 
This Crown company is charged with 
responsibility for all spending in con- 
nection with the national safety. 


(Continued on page 212) 
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ii 
WHITE FINISIT 


It’s in the northwestern part of Ohio 
that the world’s purest deposit of dolomitic 
limestone is found. 

And it's here that Ohio White Finish is 
scientifically produced from hand picked, 
kiln burned rock, to offer the building in- 
dustry a lime that’s. always uniformly 
right, guaranteed 992% pure. 

For finished plastering it makes a 
pure white putty of great plasticity, easy 
to work, smooth spreading. There’s none 
better. 

Look for the Zigzag Bags, our trade 
mark. 


The OHIO HYDRATE & SUPPLY Co. 


WOODVILLE, OHIO 


Ж and its twin brand: 
HAWK SPREAD 
WHITE FINISH 


mont "T. 
manm fae! Varo OM 
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The world's finest door lock by the originators of the Key-in-knob Unit Lock 


P. & Е. CORBIN pivision 
THE AMERICAN HARDWARE CORPORATION 


New Britain, Connecticut 


All coon sues peserve soor wanOWARE | 


GLOBE RAMP 
ELIMINATOR 


Even with varied floor levels, 
you can keep plant traffic 
"on the level" with a Globe 
Ramp Eliminator. Moves 
goods from one floor level to 
another, quickly, easily, 
safely. 


Reduces danger of 
injury to workmen. 
Eliminates risk of 
cargo slipping off 
trucks on ramps or 
makeshift gangplanks. Per- 
mits faster flow of traffic 
through plant with great 
time and money savings. 
Air/oil or push-button con- 
trol raises and lowers the 
Lift hydraulically. Handles 
up to 20,000 Ib. loads. Mail 
coupon today for new cata- 
logue giving specifications 
and complete details. 


GLOBE 


ENGINEERED 
ii n 


Experienced Globe Lifting 
Engineers will gladly furnish 
estimates or suggestions on 
all types of lifting and materi- 
als handling problems. 


MAIL COUPON 
TODAY 


GLOBE HOIST COMPANY 
1000 E. Mermaid Lane 
Philadelphia 18, Pa. 


1 Please send Bulletin А 1250 showing illustrations, 
1 specifications оп Ramp Eliminator and other 
time-saving Globe Lifts. 

l Company . 

| МАШ. o Cans rye кез ruo SOLE 


Street. . 


GLOBE HOIST COMPANY 


Des Moines 6, lowa Philadelphia 18, Pa. 
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Mr. Johnson, who is well known as 
general manager of the Canadian Con- 
struction Association, will assist in the 
development of a gigantic defense build- 
ing program. Its urgency and magni- 
tude are emphasized by estimates that 
retrenchment on non-defense construc- 
tion may run as high as $500 million. 
The full amount will not be known till 
the government closes its books for the 
1950-1951 fiscal year on March 31. 

A call for cooperation was made by 
Mr. Johnson soon after Trade Minister 
Howe announced his appointment. “‘It 
is going to take a real effort," he said, 
“to meet the defense needs as well as 
carry the heavy load of civilian construc- 
tion requirements.” 


High Urban Growth Costs Are 
Forecast in Next Five Years 


Larger Canadian municipalities will 
spend about $560 million to expand basic 
services during the next five years, ac- 
cording to David B. Mansur, president 
of the Central Mortgage and Housing 
Corporation. 

Average natural growth in communi- 
ties of 5000 population or over is esti- 
mated to be slightly better than three 
per cent annually or about 16 per cent by 
the end of 1955. Services will have to 
be provided on the basis of one acre per 
100 of present population. Cost of serv- 
icing is put at $80 per capita of present 
population, or about $8000 per acre. 

(Continued on page 214) 


Photo: Everett Roseborough 


Toronto's Small Fry Restaurant uses tradi- 
tional materials — brick, wood, glass — 
in a new way. Gordon Adamson, Architect 


HOW TO MAKE 
A CLIENT HAPPY 


H. B. SMITH 
BOILER- 
BURNER 

UNIT 


-and REDUCE 
HEATING COSTS! 


The Smith-Mills “100” Boiler-Burner—a 
complete heating plant for the average 
home — comes in four efficient models 
for steam or hot water systems. 

The client for whose home you recom- 
mend this compact unit will enjoy sunny 
warmth and 24-hour hot water. 


we ШИЛ 


LOTS OF 
HOT WATER! 


The completely automatic oil burner, 
built right into the boiler, will give trouble- 
free service. Tank or tankless domestic 
water heater. 

Here’s low-cost comfort and convenience, 
ready right now! Complete data in 
Sweet’s Architectural Catalog. 


CAST IRON BOILERS 
INC. 


THE H. B. SMITH CO., 
WESTFIELD, MASS. 


Most complete line in the world of cast iron 
boilers for heating 
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THIS 


CERTILE lo cer Trin 
CEILING | 

REFUSES TO 
GOSSIP 


It keeps everything it hears to itself—all the chatter 
and clatter, the pangs and bangs of a machine-ridden 
office are absorbed quickly and quietly by its famed 
Fiberglas* ears. 


While CERTILE’S absolute refusal to pass on office 
gossip is its most popular characteristic, it has many 
other qualities that make it far more than just another 
acoustical tile. 


Examine this checklist of CERTILE characteristics. 
It invites comparison. 


CHECKLIST CERTILE OTHER 


Converts sound into mechanical energy 


+ 


Converts sound into thermal energy 


Incombustible 

Washable 

Repaintable 

Applied by cementing 
by screw attachment 
by suspension system 


High insulation 
75% light reflection 
Painted bevels 


Moisture resistant 
Warpproof and shrinkproof 


#- |2. | #- | 4. | 4. | 2 |. 4. |-4_ | 2 | 4. |4. |4. 


CERTILE is available in perforated 
and plain surface, in 34” and 1" 
thicknesses, in 12"x12" and 
12" x 24" slabs. 


Where low-cost, fire-safe acous- 
tical installation is wanted, 
CERTACOUSTIC tile is ideal. It, 
too, contains Fiberglas base. It 
has most of the fine qualities 
of CERTILE. 


Approved acoustical applicators 
are available for consultation and 
advice. Contact one of the district 
sales offices for the name of the 
applicator in your area. 


*Trade-Mark Reg. U.S. Pat. Off. by 
Owens- Corning Fiberglas Corporation 


BUILDING 
PRODUCTS 


Certain-teed 


REG. U.S, РАТ OFF 
Quality made Certain . . . Satisfaction Guaranteed 


PRODUCTS CORPORATION 


ARDMORE, PENNSYLVANIA 


DECEMBER 1950 


ATLANTA, GA. • CHICAGO, ILL. • CLEVELAND, OHIO 
DALLAS, TEX. • DETROIT, MICH. • EAST ST. LOUIS, ILL. 
KANSAS CITY, MO. • MINNEAPOLIS, MINN. 

NIAGARA FALLS, N.Y. • PHILADELPHIA, PA. 

RICHMOND, CALIF. • SALT LAKE CITY, UTAH 
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PON Mri Corie 


A New Book 
for Architects 


The increasing use of electric- 
ity throughout the home 
emphasizes the importance of 
electrical planning. 

To help with your planning, 
those electrical features that 
have won wide public approval 
have been incorporated in this 
“Design Details" book. 

It fills a real need for construc- 
tion details on valance, cornice, 
cove, soffit, pinhole spot, under- 
cabinet and other unusual light- 
ing effects. Kitchen and laundry 
plans are also shown, as well as 
essentials of modern wiring. 
Photographs of actual installa- 
tions illustrate these planning 
ideas. Architectural details are 
accurate and complete. 


you can ec SURE.. iF 1т5 


Westinghouse 


Better Homes Bureau 
Westinghouse Electric Corporation 
P.O. Box 868, Dept AR-12 
Pittsburgh 30, Pa. 


Please send me a copy of your new 
book, Design Details for Electrical 
Living Homes, B-4671. 


Name - - 


Street —— 


City. -State 
G-10113-A-1 
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Since seven million people now live in 
communities of 5000 population or over, 
the overall cost of expansion during the 
next five years reaches the $560 million 
total. 


Architects’? Incomes in 1948 
High Among Canadian Groups 


The Department of National Revenue 
reports that in 1948 architects and engi- 
neers constituted the third highest 
income group in Canada. Only doctors 
and lawyers earned more money. 

Here’s a detailed breakdown: 


Average Average 
Calegory Number Income Tax 
Lawyers 4060 $8309 $1965 


Doctors 6990 8274 1786 
Architects 
& Engineers 1200 7455 1554 


Trailing architects and engineers were 
dentists, osteopaths and chiropractors, 
business partners, investors, sole busi- 
ness proprietors and salesmen. As in pre- 
vious years, nurses were at the foot of 
the list. There were 3250 of them in 1948 
with an average income of $1381. 'They 
paid an average tax of $79. 


Engineering Enrollments 
Show Decline for 1950-51 


Enrollments in Canadian universities 
for 1950-51 show a downward trend, ac- 
cording to a recent announcement by 
Hon. Milton F. Gregg, Minister of La- 
bor. This is to be expected, he explains, 
because for the past few years classes 
have been swollen far beyond normal 
capacity by thousands of war veterans. 

One of the faculties hit is engineering 
(which includes architecture). The an- 
nual number of engineering graduates 
has risen from about 400 in 1921 to ap- 
proximately 3600 in 1950. It is estimated 
that this figure will decline to about 
1100 in 1955, then gradually increase to 
about 1200 in 1960. 

Minister Gregg points out that in deal- 
ing with figures for engineers, the varia- 
tion in the employment market between 
branches of engineering may be over- 
looked. As examples he cited mining 
engineering as a branch which would be 
likely to have a shortage of graduates in 


| the next few years, while electrical engi- 


(Continued on page 216) 


FOR FINISHING FIR PLYWOOD 


For stained “natural” effects — 
Firzite tames the garish wild 
grain; assures even absorption of 
stain, hence a subdued rich ap- 
pearance. 


For painted or enameled jobs — 
Firzite minimizes face checking 
and grain raising. 

For blond, pickled, or tinted tones 
—White Firzite produces a beauti- 


ful 1 “woodsy” 
efiect......... FIRZITE 


FOR NATURAL FINISHES 
ON ALL WOODS 


To bring out and preserve the nat- 
ural grain and beauty of any wood, 
plywood or solid wood, hardwood 
or soft, use Satinlac. To avoid that 
heavy, “built up” finish, use Satin- 
lac. Newer than shellac orvarnish; 
water-white; and 


ill 
ydlw...... SATINLAC 


Write for suggested specifications to: 


UNITED STATES PLYWOOD CORP. 
Dept. 80, 55 W. 44th St., New York 18, N. Y. 
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, Solve your heating and cooling 
pollens with new Modine Cabinet Units 


TYPE CR 


TYPE C 
WITH OPTIONAL 
PLENUM BASE 


E 


WRITE FOR NEW BULLETIN 550 TODAY! Your Modine repre- 
Whatever your heating and cooling problems — there's a new sentative is listed in the classified section of your phone book. 


Modine Cabinet Unit to fit your needs. A single unit for Or write Modine Mfg. Co., 1510 Dekoven Ave., Racine, Wis. 
forced hot water heating, chilled water cooling. Steam models 
for heating only. Smartly designed and easy to clean and 
service. Quiet operation and quick response make Modines 
ideal for modern commercial and public buildings. Two basic 
types in five sizes... with optional equipment for meeting a 
wide range of application requirements. 


CABINET UNITS 


FOR HEATING & COOLING 
U-1087 


DECEMBER, 1950 215 


PACKAGE 
ATTIC FANS 


Cool comfort 
at low cost! 


и Low cost home cooling is here! The 
Hunter Package Fan is a compact, 
powerful ventilating fan that is easily 
installed in any attic to pull in fresh, 
cool breezes and push out stale, humid 
air. Thousands are now in use 
throughout the nation. 

Installation of the Hunter Package 
Fan is simple and inexpensive. Fan, 
motor and suction box are all in one 
unit that requires only a ceiling open- 
ing in hallway and 18" clearance in 
attic. Fan rests on attic floor; shutter 
fastens to ceiling opening. No “extras” 
to buy or build. 

HUNTER PACKAGE ATTIC FANS are avail- 
able in four models, ranging from 4750 
CFM to 9500 CFM, 
to fit any home size 
and climate. Quiet, 
powerful and de- 
pendable. Manufac- 
tured by Hunter, ex- 


clusive fan makers 
since 1886. 


MAIL FOR BOOKLET 
Hunter Fan and Ventilating Company 
396 South Front St., Memphis, Tenn. 


i i 
4 Li 
LI 1 
Li 1 
| | 
| Send free copy of “How to Cool for i 
! Comfort” to: 1 
! ! 
LI [I 
LI [| 
LI LI 
LI 1 
LI ' 
: i 
[D E] 


Name 


Address... 
City & State........... 
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neering, which had been the most popu- 
lar choice of veteran students, appeared 
likely to show a slight surplus for the 
time being. 


Steel Remains Short 


It is practically impossible to buy 
sheet steel in any gauge, according to 
the Purchasing Agents' Association of 
Toronto. 

As a result, manufacturers find it ex- 
ceedingly difficult to maintain produc- 
tion. No relief is in sight at present, 
and it is regarded as unlikely that the 
situation will be much improved even 
by the second half of next year. 


Photo: Aluminum Company of Canada, Ltd. 


Aluminum facing is used in an unusual way 
to achieve a striking storefront for Tip 
Top Tailors, made-to-measure clothiers, in 
Vancouver. The firm has many branches. 
Claude Logan was the designer 


U. S. Hesitation on Lumber 
Makes U. K. Order Welcome 


Another big United Kingdom lumber 
order, the second within a month, has 
been placed in British Columbia. It’s 
for 90 million board ft, valued at 
roughly $10 million. 

Operators are jubilant, since pileups 
have been beginning to show in some 
grades and prices have dropped as much 
as $15 per 1000 ft on both sides of the 
Canadian-U. S. border. Chief reason for 
decline has been the "scared" feeling 

(Continued on page 218) 


AL | 


SYSTEMS 


hospital | commercial 


A Cannon Hospital 
Installation 
...arrows point to 3 digit paging annun- 
ciator, nurses’ lamp annunciator and pilot 
lights, a few of the many hospital signal 
items Cannon has been making for well 

over a quarter of a century. 


A Cannon Commercial 


Installation 


... arrow points to lamp annunciator above 
restaurant door used to signal waitresses as 
orders are ready. Other commercial installa- 
tions include department stores, industrial 
plants, offices, etc. 


Write to Cannon Electric Development Company, 
Division of Cannon Manufacturing Corporation, 
3209 Humboldt St., Los Angeles 31, Calif. or contact 
one of the 28 Cannon representatives located in 
principal U.S.A. cities. Canadian plant and offices: 
Toronto, Ontario. Export: Frazar & Hansen, San 
Francisco, New York and Los Angeles. 


CANNONI 25. 


ELECTRIC, 


EIDE CGITIRILG 
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something really new! 


for Marlite 


NEW COLOR HARMONY for Marlite walls and ceilings 

in every type of residential and commercial interior is now 
possible with this brand-new line of Marsh Color- 
Matched Aluminum Mouldings! Featuring the same 
durable plastic finish as genuine Marlite panels, they need 
only an occasional wiping with a damp cloth to keep 

them spotless. The permanent finish seals out dirt, grease, 
moisture . . . seals in all the striking beauty! 


PLEASING OVER-ALL EFFECTS—A complete color range is 
available to match all standard Deluxe and Velvetex Marlite 
colors.* Exact matching makes Marlite walls present 
smooth, beautiful, uninterrupted color. And where contrast 
is desired, the new Color-Matched Mouldings give 

free reign to your design ideas. 


ONE FOR EVERY COLOR SCHEME— With the new Color-Matched 
Mouldings for Deluxe and Velvetex Marlite, there is now a Marsh 
Moulding for any interior treatment. Special Mouldings 
complement Wood Pattern and Marble Pattern Marlite, and the regular 
Marsh Aluminum Alloy Mouldings are available to suit those 
customers who prefer bright metal 
trim. Now you can plan Marlite 
interiors that will please the most 
fastidious clients—with Marsh 
Color-Matched Aluminum Mouldings! 
Mail coupon for complete details. 


*Yellow, Cream (Eggshell), Blue, 
Coral (Suntan), Green, White, Persian 
Red, Pearl Gray, Royal Blue, 

Black and Maroon. 


E E Ў ii MARSH WALL PRODUCTS, INC. 
— T j B Dept. 1205, Dover, Ohio 

EUM Subsidiary of Masonite Corporation 

Please send complete details on the new 


MARSH COLOR-MATCHED ALUMINUM 
MOULDINGS. 


Name. 
Title. 
Firm 
Address 
PLASTIC-FINISHED | 
WALL and CEILING PANELS City M State — — — 


DECEMBER 1950 217 


here for 


answers 
M" 


E 


TENTH 
GU. Conditioning 
Exposition 
INTERNATIONAL HEATING & 
VENTILATING EXPOSITION 
COMMERCIAL MUSEUM, PHILADELPHIA,PA. 
JANUARY 22-26,1951 


to Tomorrow s 


NEW Problems 


Now that priorities, allocations, 
cut-backs, and other essential 
restrictions have returned to the 
industrial scene, the heating, 
ventilating, and air-condition- 
ing picture is certain to undergo 
significant changes in the days 
to come — to pose new prob- 
lems for architects, consulting 
engineers, and contractors. 
'That is why attendance at this 
foremost Exposition of its kind 
— largest ever staged — takes 
on greater importance and time- 
liness than ever. The wealth of 
first-hand information available 
here on latest developments, 
newest trends, available equip- 
ment and supplies, and sources 
of supply, may prove to be an 
invaluable business asset for the 
uncertain times ahead. 

Over 300 exhibitors with 
their technical representatives 
will be on hand to show and 
tell what the future offers for 
heating, ventilating and air con- 
ditioning in all types of com- 
mercial and public buildings, 
industrial plants, and homes. In 
no other way can so many help- 
ful ideas and valuable contacts 
be obtained, and so much equip- 
ment seen and compared in so 
little time . . . all so essential to 
solving tomorrow's new 
problems. 

So plan now to take advan- 
tage of this big opportunity. 
Note the dates. 


Auspices of the American Society of 
Heating & Ventilating Engineers 


Management International Exposition Company 
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of west coast builders over tightening 
credit controls and labor and supply 
lines. 

"Americans don't blow hot and 
cold," says one important exporter, 
"they go torrid and freezing!" 


Construction Is High On 
Invested Capital Return 


Detailed information on operations of 
Canadian industry in 1948 have been 
made available by the Department of 
National Revenue. The figures are based 
on income tax returns for that year. 

The construction industry showed the 
highest return on invested capital. It 
also showed the biggest increase in re- 
turn from the 1947 level. 

In addition, the industry displayed 
the biggest margin of profit — before 
taxes — in. 1948, and the biggest in- 
crease in margin over 1947. 

These remarkable achievements re- 
flect the postwar expansion and mod- 
ernization programs carried on in all 
phases of construction activity. 


House Building Code for 
Small Cities Published 


A “Code for Dwelling Construction, " 
designed for small municipalities, has 
been published by the Division of Build- 
ing Research, National Research Coun- 
cil. It will form part of the revised Na- 
tional Building Code. 

All subcommittees for further studies 
on the National Building Code have 
been appointed by the Associate Com- 
mittee dealing with it and their work is 
expected to be in full swing early in 1951. 


Planning Act Violation 
Brings Fine to Vendor 


Maximum penalty for contravention 
of the Ontario Planning Act was imposed 
for the first time when Magistrate Earl 
Hand of Islington levied a fine of $500 
on the vendor of six parcels of land who 
failed to secure prior approval of the 
local planning board. 

The sale came to light when purchas- 
ers found they were refused building 
permits because their lots did not front 
on a registered road. 


A New Guide for 
Hospital Architects 


PSYCHIATRIC 
SECTIONS IN 


| GENERAL 
HOSPITALS 


By PAUL HAUN, M.D. 
Chief, Hospital Construction 
Unit, Psychiatry Division 


Veterans Administration 


Today, no hospital is complete 


| without a psychiatric unit. The prob- 


lem, however, is a complicated one 
because in the design and construc- 
tion of such a unit every aspect of 
the environment must be strictly 
controlled. 

Fortunately, all the architect need 
know is completely outlined in “Psy- 
chiatric Sections In General Hospi- 
tals.” Here are specific, reason-why, 
instructions covering everything from 
shafts and stacks to hydrotherapy 
suites. 

"Psychiatric Sections In General 
Hospitals" is by all odds the most pro- 
vocative work on specialized archi- 
tecture since the publication of “Hos- 
pital Planning." It is a non-technical 
book for technical men; one that gives, 
for the first time, clear and reasoned 
specifications on a branch of archi- 
tecture that has leaped from obscurity 
to prominence in a few short years. 


Mail Coupon Today 


Because of the specialized nature of 
this material, "Psychiatric Sections In 
General Hospitals," just off the 
press, is not readily available at most 
book stores. So use the coupon be- 
low to send for your copy today. 
Price $4.00, including postage. 
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119 W. 40th Street, New York, N. Y. 
Enclosed is $....... for which send 

copies of Psychiatric Sections in General 
Hospitals, by Paul Haun, M.D., bound in 


cloth, at $4.00 per copy. (Add 2% Sales 
Tax for New York City deliveries.) 


HANGER. а.а cien zx xo aerea Y 


City and State 
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те" Жеми Р M 
матн tHe panes 7777777 17, colored 


No paint to wear off, 
chip, or peel... 


A totally new and important feature has 
been combined with the basic advan- 
tage of flexibility in J-M Movable Wall 
construction. 

Johns-Manville scientists have per- 
fected a process for introducing inor- 
ganic pigments throughout the asbestos 
panels used in J-M Movable Walls. 

AS à result, these beautifully-textured, 
fireproof panels are now “integrally col- 
ored" at the factory. That of course 
means the color is not a painted or 
baked-on surface coating; it is an in- 


trinsic part of the structural material — 
goes all the way through each panel. 

With no paint to wear off, chip, or 
peel, your walls will have that "first-day 
newness” every day for years and years 
to come! 

By eliminating the cost of periodic 
painting and decorative treatment, the 
new Transitone Movable Walls will 
help you to meet your wall-and-partition 
requirements economically. 

Transitone panels are hung on steel 
studs, forming a 4" double-faced parti- 
tion. Also used as interior finish for the 
outside walls. Lighter than ever, they are 
readily installed or re-located. For 
details or an estimate, write Johns- 
Manville, Box 290, New York 16, N. Y. 


JOHNS-MANVILLE 


| i 
| Johns-Manville JM 


PRODUCTS 
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1^ to divert, inform, relax — 


Specially-Selected 
Books 


Ideal Gifts 


. for Friends, Associates, Clients 


j pes can be said of no other gift: When you 
give books you give inspiration, guidance 
and hours of delightful respite from the cares 
which occasionally beset us all. And no other 
gift so faithfully conveys your thoughtfulness. 


On the following pages, we have described 
and illustrated a number of books tailored to 
the interests of architects, engineers, contrac- 
tors, technicians — just about everybody in the 


building field! 


Some, such as "Time Saver Standards," are 
essentially technical; others are more general 


in treatment and content. There are how-to-do- 
it books, cultural books and books plainly 
meant for nothing more than sheer relaxation. 


There's something for everybody . . . some- 
thing appropriate to the mood, mind and mien 
of all your friends. 


Take advantage, now, of this convenient and 
thoroughly satisfactory solution to the Xmas 
shopping problem. Treat yourself, too! Simply 
mark your selections, attach your check and 
return the coupon to ARCHITECTURAL REC- 
ORD. Avoid the last-minute rush. Act TODAY. 


BOOK DEPARTMENT, ARCHITECTURAL RECORD 
119 West 40th Street, New York 18, N. Y. 


DECEMBER 1950 


See following pages for titles, EJ 


contents, other details 
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Announcing... New, Enlarged Edition of 
Time-Saver 


Standards 


ow on the press, for imme- 
N diate delivery, is a brand 
new edition of TIME-SAVER 
STANDARDS — a gigantic 
volume of 888 pages containing 
all of the old edition plus 232 
pages of new standards never 
before published in book form. 


A grand total of 319 differ- 
ent Time-Saver Standards . . . 
888 pages . . . more than 
1,000 illustrations, charts and 
diagrams. 


The publication of the first edition of Time-Saver 
Standards was an event of first magnitude in the 
architectural field. It has been acclaimed by thousands 
of architects the country over . . . is in current use as 
a standard text in more than fifty architectural schools. 


Now, in its enlarged form, and containing 232 addi- 
tional pages of vital information it becomes more than 
ever an indispensable source of essential architectural 
dataon... 


ARCHITECTURAL DESIGN 
ENGINEERING DATA 
MATERIAL TECHNOLOGY 
BUILDING PRACTICE 


Designed for the use and guidance of architects, engi- 
neers, specification writers and other building techni- 
cians, this complete collection of these now famous 
authoritative monographs on technical aspects of con- 
struction cuts research time . . . offers proved-by- 
experience solutions to hundreds of structural problems. 


Well-Organized 12-page Index 


This wealth of data is carefully organized and pains- 
takingly presented. It is so thoroughly indexed that 
there are references and cross-references . . . occupy- 
ing twelve pages of closely set print. 


Experience shows that a single item in TIME- 
SAVER STANDARDS can well save hundreds of 
dollars in economy construction . . . save many hours 
of your valuable time. 


Special Pre-Publication Offer 


Although this new, up-to-date edition of TIME. 
SAVER STANDARDS will be almost one third larger, 
the regular price will be only $12.50. 


But if you place your order now — before Decem- 
ber 31, 1950 — you can take advantage of the pre- 
publication price of $10.00, a 20% saving on the regular 
price. But, vastly more important, you'll be sure to 
get your copy. The first edition was a sell-out before 
publication. 
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Planning Stores That 
Pay 


by 
Dr. LOUIS 
PARNES, A.I.A. 


In “Planning Stores That Pay," Dr. Parnes demonstrates 
the amazing degree to which architecture — as expressed in 
counter lengths, traffic flow, etc. — speeds and increases retail 
sales, not only for department stores but for specialty and 
chain stores. Point by point he conducts a tour of the store 
to illustrate the right and wrong aspects of profit-making 
design. He shows how to compute such diverse factors as, 
say, the ideal width of show windows and the optimum 
number of chairs in a shoe department. 

With more than 500 illustrations, he explores every detail 
of the store and its arrangements — entrances, arcades, show 
windows, transportation systems, furniture and fixtures, re- 
ceiving and shipping facilities, floor and department layouts, 
display arrangement and lighting, and all the hundreds of 
items that go to make up a modern merchandising machine. 
Everything is caleulated from the viewpoint of efficiency, 
and the contribution of each part of the store to the process 
of selling goods profitably is the criterion of its recommended 
design. Diagrams, charts and scale drawings, from hundreds 
of leading stores and from the works of America’s greatest 
store architects, prove each point graphically. 


A Basic Textbook on Store Architecture 


"Planning Stores That Pay" is a book of basic principles, 
but specific ideas flow from its pages in rapid succession. A. 
single chapter has enough suggestions to launch a number of 
long-term projects in store layout, equipment, etc. It covers 
every detail of modern stores and is applicable to the rede- 
signing of myriads of stores now obsolete. Reissued in new 
binding, "Planning Stores That Pay" is now available at the 
special price of $10. 


Prize Homes 


"pose portfolio contains the ninety-two houses, including the 
twenty-four prize winners and sixty-eight other excellent 
designs, submitted in the Chicago Tribune's $24,000 Prize Home 
Competition. Here the architects, unfettered by cliente, and 
lied by $24,000 in prizes, drop the reins and let their trained 
imaginations go all out. Here you fully realize what a wonderful 
work of art the modern home is coming to be — in terms of 
utility, livability, and unobtrusive beauty. 


Each house is depicted on a big, white album page: first, with the 
architect’s sketch, with prize winners in luminous full color; 
then with floor plans, plot plans, elevations and details; finally, 
with a simple text that points out the salient features. 

As a book for study or relaxation; as a book for gracing the 
living-room table; as a book for the family or friends, this is 
truly a dual-purpose book, easily worth the cost. De Luxe edition, 
$5.00. 
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Marcel Breuer: 
Architect Е Д 
апі 
Designer 


by PETER BLAKE 


Marcel. Breüer: 


TE fascinating 
life story of the 
great contemporary 
architect, Marcel 
Breuer, is that rare 
publishing achieve- 
ment—-a biography 
which captures wholly the essence and spirit of its subject. 
It is a book that will strike a responsive chord in the 
heart of every architect and designer; it is a book that 
will instruct, charm and inspire you, and one which you 
will be proud to display on your library shelf. : 
Peter Blake, author of the book and Curator of 
Architecture and Design for the Museum of Modern 
Art, has drawn heavily on actual reproductions of 
Breuer's work to explain in terms more graphic than 
words the architect’s growth and development. To 
many, this visual treatment alone will be worth many 
times the modest price of the book. 196 illustrations, 
128 pages, 814 x 1034, stiff cloth binding. $4.00 


The Last Lath 3 


“Tf these cartoons don’t strike you 
as funny, then you’ve never built a 
house, or even lived in one.” — San 
Francisco Chronicle. 


Architect and Designer 


Wi PETAR BLAKE 


"If a housewarming present is puz- 
zling you, this is the answer." — 
New York Herald Tribune. 


A album of 152 cartoons on Real Estate and Build- 
LX. ing. Here is a perfect gift to give to: clients, pro- 
fessional friends, business associates. 

For many years readers of ARCHITECTURAL RECORD 
have laughed at the sly and intimate cartoons of Alan 
Dunn, nationally famous "New Yorker" cartoonist. 

In response to repeated suggestions, we have pub- 
lished in one book, entitled “The Last Lath,” a selec- 
tion of 152 Alan Dunn cartoons (32 hitherto unpub- 
lished) on the real estate and building business. 

Such cartoons, in book form, have been found the 
most effective, inexpensive gift of our time. They come 
as a big surprise. They are enjoyed by the whole family. 
They are shown to friends and neighbors. And the giver 
is long remembered for his wise and witty choice. 

"The Last Lath” is a handsome album: 152 cartoons 
on 96 pages, 8 x 10, on 70-Ib. paper, with a black-and- 
yellow picture jacket. Take advantage of this excep- 
tional opportunity to delight your friends. Make a 
list of them now and then order at these money- 
saving quantity prices: $2.50 for 1 to 5 copies; $2.25 
for 6 to 100 copies; $2.00 for 101 or more copies. 
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Schools for —— 7 
Young 


HEINRICH H. WAECHTER 
A. I. A. and 
ELISABETH WAECHTER 


and зает Waerhter 


енй He Wurrhiet, A А 


novon many volumes have been written about school design, “Schools 
for the Very Young,” a brand new book just coming off the press, is — 
so far as we know — the first in which an architect and a child educator 
have collaborated to provide an up-to-date treatise on the requirements 
of the particular type of school demanded for the proper training of the 
very young child, 

Beginning with a brief yet adequate historical and philosophical back- 
ground, in which the development of the theory and practice of child 
education is discussed, the book goes on to describe the pre-school in 
action, noting the events of the school day and the corresponding environ- 
mental needs of the children and their teachers. A number of examples of 
existing pre-schools are presented with critical comment. Much detailed 
information is given concerning the general and particular space appor- 
tionments and arrangements called for by the activities peculiar to such 
institutions. Since one of the authors is especially concerned with city 
planning, the relation of the pre-school to its neighborhood and commu- 
nity is thoughtfully analyzed, and the many different types of pre-schools 
that have developed to meet special conditions are enumerated and 
explained. 

'The outdoor space and its proper equipment are thoroughly covered 
from the standpoint of a capable architect who has given much thought 
to the problem and who is thus aware of the many points of detail that go 
to make up a successful pre-school establishment. Technological problems 
of construction, lighting, ventilation, mechanical equipment, etc., are 
scrutinized in the light of the most recent practice. A wealth of illustrations 
add both interest and information, and a selective bibliography will aid 
further study. 

Mr. and Mrs. Heinrich H. Waechter’s combined talents and interests 
make them ideal co-authors for such a book as this. In 1941 the American 
Institute of Architects awarded Mr. Waechter an Edward Langley Schol- 
arship for advanced work in research on the topic of "Pre-Schools" and 
the resultant year of combined study with Mrs. Waechter led to this 
thoughtful book. 

You can be among the first to have a copy of this new book by placing 
your order now. 208 pages, 75% x 10, stiff binding. Price $6.50. 


Landscape for Living 


by 
GARRETT ECKBO 


A BRILLIANT and practical 
book by a recognized author- 
ity on landscape design. 

Planned with insight and 
craftsmanship, "Landscape for 
Living" outlines the major 
problems in the field of land- 
scape design and offers specific 
solutions. 

This ground-breaking text 
establishes a foundation for 
understanding landscape 
design: traces its history; ex- 
plains its functions; analyses de- 
velopments; details principles 
of design and planning. 

Entire sections are devoted 
to such basic and practical con- 
siderations as materials, plants 
and planting, structural ele- 
ments, site conditions, parks, gardens, public buildings, group housing. 


Material Presented Graphically 


It devotes page after page to photographs, diagrams and textual 
analysis of actual gardens, parks, and public buildings. Problems are 
explained and solutions given. 

"Landscape for Living" is a handsome book of 288 pages on heavy 
coated stock; contains more than 400 illustrations, including site plans, 
drawings, sketches. Page size 8” x 1034". Price $10.00. 


Turn page for convenient order form => 
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Hospital Planning 


by CHARLES BUTLER, 
F.A.L.A. and 
ADDISON ERDMAN, A.I.A. 3 


COMPLETE, authoritative man- 
ual, featuring the new and un- 
Гое оа facilities demanded 
y advanced techniques in hos- 
pitalization. 

Hundreds of case histories cover- 
ing the most striking features of 51 
modern hospitals and the work of 
30 celebrated architects — posing 
actual problems and showing how 
they were solved. 

266 illustrations: {32 photo- 
graphs, 11 site plans, 187 floor plans, and 38 special unit plans 
of rooms, wards, departments and construction details. 232 

ages, 814 x 11. Stiff cloth binding. Comprehensive Index. 
15.00. 


Book Department, ARCHITECTURAL RECORD 
119 West 40th Street, New York 18, N. Y. 


You may send me the following books: 


TITLE PRICE 


New Edition — Time-Saver Standards $10.00 
(regular price after Dec. 31, 1950, $12.50) 


COPIES TOTAL 


Planning Stores That Pay........... 10:00 „шше 
Prize HOMES). 55 5 vis coupons Take cmi: of M 
Marcel Breuer: Architect and Designer 4.00 
The Last Lath, „п.п. 2.50 
Schools for the Very Young. ........ 6.50 
Landscape for Living.............. 10.00 
Hospital Planning.................. 15.00 
Psychiatric Sections in General Hos- 
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Restoration of Colonial Williamsburg.. 2.50... 
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tions by Robert W. Abbett.......... 3.15 
Architectural Specifications by Harold 

DICE DET a tem а-л Su є а RE siege T а лю є ТЭО — 
Architects and Builders Handbook by 
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The House for You by Catherine and 
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Genius and the Mobocracy by Frank 
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Book of Interior Decorating by Marie 
Derieux and Isabelle Stevenson... . . . 
Architectural Practice by Clinton H. 
Cowgill and Ben John Small... ... . 
Apartment Houses by Joseph H. Abel. . 
House Construction Costs by G. Under- 
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Design of Steel Buildings by Harold D. 

Houf and Henry A. Pfisterer........ [^j sora 
The Modern House (revised) by F. R. S. 
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ZONE STATE 


Psychiatric Sections 
in General Hospitals 


by PAUL HAUN, M.D. 
Chief, Hospital Construction 
Unit, Psychiatry Division 
Veterans Administration 


penes no hospital is com- 
plete without a psychiatric 
unit. The problem, however, is 
a complicated one because in Ж! 
the design and construction of f 
such a unit every aspect of the | 
environment must be strictly 
controlled. 

Fortunately, all the architect 
need know is completely out- 
lined in “Psychiatric Sections 
in General Hospitals." Here are 
specific, reason-why instructions 
covering everything from shafts 
and stacks to hydrotherapy suites. 

"Psychiatric Sections in General Hospitals" is by all odds 
the most provocative work on specialized architecture since 
the publication of "Hospital Planning." It is a non-technical 
book for technical men; one that gives, for the first time, clear 
and reasoned specifications on a branch of architecture that 
has leaped from obscurity to prominence in a few short years. 


Price $4.00. 


The Restoration of 
Colonial Williamsburg 


The Greatest 
Adventure Story in 
the Annals of Architecture 


ow architects trained in Egyptian archeology forced the 

secrets of the sumptuous lost capital of Colonial Virginia 
. . . discovered “this incomparable monument to early Amer- 
ican history and art" . . . and reconverted it into a going 
community! 

The Modern Mecca for Americans is pictured with 125 
illustrations, including a portfolio of radiant photographs by 
F. S. Lincoln. So popular has been this picture book of Colo- 
nial Williamsburg ilt more than 70,000 copies have been 
sold. Now this celebrated 104-page reprint, 9 x 12, bound in 
heavy cloth, is available at the mass production price of only 


$2.50. 


dun Use this coupon 


to order Today 


Art Metal Provides 


All the DATA You Need to specify and Use 
INCANDESCENT 


LIGHTING 


This is a typical page illustrating the complete product information presented 
in the new, 48-page Art Metal Catalog . . . 


ypution curves 
distribution Chg a 
tepon е-е units using 
wit ' 
o d Went dis 
з увер Catalog No. 
icteristic | 


suRFACE — 
ATTACHED — 


Explicit Data 
99 Product Illustrations 
51 Cross Section Details 
47 Light Distribution Curves 
24 Coefficient of Utilization Tables 
€ Detailed Product Specifications 


€ General Engineering Information 


PRODUCT 


CANDLEPOWER 

DISTRIBUTION 

CURVES CROSS SECTION 
| DETAILS 
| 

SPECIFICATIONS © 
APPLICATIONS Eas засы). 
' а 
не Factor ш зА „ыы а PESCA 
COEFFICIENTS 
OF UTILIZATION 


Holophane Ce» 


Ine. 


dies APT na ETAL COMPANY • CLEVELAND 3, OHIO 


Manufacturers of Unified Lighting Equipment for Office, Store, School, Hospital and Hotel 


There's an Art Metal 
Incandescent Unit for 
every lighting need. 
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Art Metal Unified Lighting, standardizes 
the design, style and finish of each unit, 
to achieve an architecturally integrated 
installation. 


The ART METAL Company 
1814 East 40th Street, Cleveland 3, Ohio 


Gentlemen: Kindly send me your CATALOG 
—INCANDESCENT UNIFIED LIGHTING. 


Firm 


Name, 


Tite 


Address. 
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It's accepted as a merchandising “must” that better 
stores today have to provide summer air conditioning 
for customers as well as winter warmth . . . and the 
new Bramson Specialty Shop in Evanston, Ill., 
found a way to do it without the usual high cost 
and complication. 


By using a Dravo Counterflo for winter heating, 
one set of duct-work serves the year-round, elim- 
inating the cost and complication of a parallel piping 
system. All equipment is concentrated in a small 
utility area, readily accessible for adjustment or atten- 
tion. The complete installation cost $14,000 less than 
the lowest bid on a wet-type heating system plus 
equivalent conditioning apparatus . . . a saving 
of 38%. 


During the winter, heated fresh and recirculated 
air are automatically blended, balancing heat input 
to heat loss and maintaining selected temperatures in 
various locations with minimum fuel. In summer, air 
volume is increased by adjusting vari-pitch sheaves 
on the blower motor. Because of the stainless steel 
combustion chamber of the heater, conditioned air 
can be circulated through the unit without danger of 
corrosion. The ever-present problem of excess infil- 
tration of air at entrance doors is solved by the use 
of ducts which discharge heated or cooled air into the 
entrance area. Aside from turning switches 
for winter or summer operation, control is com- 
pletely automatic. 


If you have a heating-air conditioning problem, 


you, too, may find the Dravo Heater an ideal 
means of reducing installation, operation, and 
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CORPORATION maintenance costs. Ask for a case history 2 ZB Z 
describing the Bramson installation in detail AF 
DRAVO BUILDING, PITTSBURGH 22, PA. ... and, for full data on the Dravo Counterflo Д 2 2 
Heater, ask for Bulletin IJ- 23-9102. t 2 
Г 


Dravo also manufactures the DRAVO CRANE САВ COOLER for air conditioning hot-metal crane cabs. 
PITTSBURGH * CLEVELAND • PHILADELPHIA * DETROIT • NEW YORK * CHICAGO * ATLANTA * BOSTON 
Sales Representatives in Principal Cities. Mfd. and Sold in Canada by Marine Industries, Ltd., Sorel, Quebec 
Export Associates: Lynch, Wilde & Co., Washington 9, D. C. 
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Unretouched photograph of the Quincy School, Dedham, Mass. 
Electrical Contractor: Robert L. Tibbetts, Dedham. Area: 804.5 square 
feet. Fixture Mounting Height: 10/-0". Fixture spacing: 107-0". Fixtures: 
9- No. 6628 pendant mounted, with 2-T1296 Standard Warm White Slim- 
line lamps each. Watts per fixture: 177. Watts per square foot: 1.98. 


Room Finish: Cream yellow upper walls; olive green paint on chalk- 
boards, using yellow chalk; dark varnished woodwork; scrubbed pine 
floors @ approx. 20% reflection factor. Readings at desk level: (20".21" 
from floor), Average, 51.7 Footcandles initially. Vertical Readings on 
chalkboards: 28 Footcandles average. 


The "bts Touch is the Right Touch 
to get Brighter Students 


A pioneer in the use of fluorescent 
fixtures in the schoolroom, Dr. Calvin 
E. Wilcox, Superintendent of Schools 
in Dedham, Mass., believes that better 
lighting means brighter pupils. And 
since 1941 he has been modernizing 
seeing conditions in all his schools. 

Typical is this installation of Lite- 
control's newest, smartest Slimline fix- 
ture in the recently relighted Quincy 
school. Note the excellent illumina- 
tion throughout the room — the even 
lighting of the chalkboards — the well 


lighted ceiling with only moderate 
contrast — the unusually good end 
throw from the unit. Not shown, but 
important, is the 86% efficiency. 


If you are planning a relighting job 
for schoolroom, office or showroom, 
we'd like to tell you more about this 
latest Litecontrol fixture. 


em 


I enm 


"aa" 


LITECONTROM с жеге» 


КЕЕР UPKEEP DOWN 


LITECONTROL CORPORATION, 36 Pleasant Street, Watertown 72, Massachusetts 


DESIGNERS. ENGINEERS AND MANUFACTURERS OF FLUORESCENT LIGHTING EQUIPMENT DISTRIBUTED ONLY THROUGH ACCREDITED WHOLESALERS 
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Model House, Seattle, first presented 
to architects and engineers in Archi- 
tectural Record. 


Architects: Lawrence & Hazen, Seattle 
Photographer: Chas. R. Pearson 


Y"! Architectural 


Use... 


Record ...... fi 


‘workbook 
of the CORPORATION 


architect-engineer " 119 West Fortieth Sf, 
New York 18, N.Y. 
LOngacre 3-0700 


first in architect and engineer 
circulation 


first in preference among architects 
and engineers 


first in number of advertisers and 
volume of advertising 


first in architects and engineers 
reached per dollar 


VFIRST in number of advertisers and volume of advertising. 


Year after year, more advertisers have placed more pages of advertising 
in Architectural Record than in any other architectural magazine. 
This recognition by building products advertisers is no accident. 


Three-fourths of all building is architect-engineer planned. And 
Architectural Record’s readers are currently responsible for more than 
80 per cent of all architect-engineer-designed building. No wonder 
advertisers are placing more pages in Architectural Record than they 
have in any architectural magazine in the last 20 years. 


Start your program for 1951 by making 
Architectural Record the “pivot paper” 

on your building products lists. We'll be 
glad to supply you with any details you need 
to help your planning. Just call the 

nearest Record office. 


—. Residence 
for 
The Owner-Builder 


This house on paper is of 
special interest to you. À pro- 
spective plan today... 
D as solid in fact as 
steel and А. апа brick can 


make it! A~house that can 


in Де you ; Кашы... you 
arg Ж the superior type 
E: materials the owner-builder 
is йе for. Let House & 
Garden tell your story to 
owner-builders of means and 
taste who have the power to 


specify your product. 


Housé & Garden 


.. for the owner-builder market 
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why build 


SAYS MR. WETWALL: 
\ certainly сап make 
ceilings fall! . . . And 
people get badly hurt 
that way! 


walls. 


SAYS MR. DRYWALL 
(alias Mr. Homasote): 
| keep people happy, 
dry and safe . . . по 
falling ceilings, no 
cracked or mildewed 


WET ^ DRY watt construction 


is safer, faster, less expensive? 


* If you have experienced the roar of a 
falling ceiling—if you have ever seen the ter- 
rific damage done—there is little we need tell 
you about Dry Wall Construction. You know 
—as we do—that Dry Wall Construction is 
the greatest advance in 300 years of building. 


A recent survey—by a prominent builder— 
indicated that 54% of the home owners in 
his territory now prefer Dry Wall Construc- 
tion for their next homes. 


Mr. Carl G. Lans, Director of the Tech- 
nical Service Department of the NAHB says, 
“Before the war, everything was lath and plas- 
ter; now it is a rare thing in residential con- 
struction. Dry wall has proved satisfactory, 
not only because it is much more economical, 
but also because it produces a true, straight 
wall . . . and eliminates the introduction of 
many gallons of moisture into the house. In 
addition, it is a time saver." 


Oldest and strongest insulating 
and building board on the market 
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...in Big Sheets up to 8' x 14’ 


For 32 years Homasote has been used for 
Dry Wall Construction—in millions of dol- 
lars of private homes. Since 1936 its use has 
been supported by intensive research costing 
more than $500,000. 


If Rameses had 
had Homasote... 


instead of plaster, dry 
walls and ceilings would 
now have been the ac- 
cepted method. It would 
have been impossible to 
gain acceptance for a material that creates 
the annoyances, expense and perils of 
cracked walls and falling ceilings. 


SEND FOR 


ILLUSTRATED LITERATURE 


HOMASOTE COMPANY « DEPT. 87, Trenton 3, New Jersey 
Send me literature as checked: 


(А 
5 


(Big Sheets) 
Striated Homasote 


(Panels) 


Name 


Standard Homasote 


(Tiles and Panels) 
Wood-textured Homasote 


Dry Wall Construction—with Homasote Big 
Sheets—offers many major advantages . . . 
The average wall is covered with a single 
sheet; batten strips and unsightly wall joints 
are eliminated. Joints are made at doors and 
windows, as desired . . . Labor costs are 
minimized; many fewer handling operations; 


many fewer nails . . . In a single material you 
provide lasting insulation value and great 
structural strength . . . You build a quieter 


home, free from dampness—with dependable 
insurance against musty closets and mildewed 
walls. 


Dry Wall Construction—with Homasote Big 
Sheets — means walls that are permanently 
crackproof, ideal for paper or paint, lending 
themselves to modern decorating effects, 
modern mouldings and trim. 

Let us send you performance data and il- 
lustrated literature on Homasote and allied 
products. 


) Sote Asbestos Board ( Э 
( 
The Nova Roller Door ( ) 
t 3 The Nova-Shingle and 
the Nova-Speed 
Shingling Clip ( ) 


Address 


(Please print in pencil) 


City & Zone. 


State. 
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‘OLS LAKELIEST PROFIT-PRODUCER 


for manufacturers of new-home products! 


pros why: ^ 


UNLIKE government-curbed mass housing, the rich custom-built 
market is heading for an upswing in '51—and Home Owners' 
Catalogs sells this quality market like no other medium does. 


HO 
UNLIKE mass “shelter group" publications, Home Owners’ Cata- ME ; 
logs selectively sells this selective market by distributing your OWNERS 


sales literature to known consumer prospects only — families CA it 
who are impelled to buy. TALOGS (І 


UNLIKE the function of mass advertising, consumer catalog dis- 
tribution via Home Owners' Catalogs provides detailed buying 
information which influences buying decisions made by speci- 
fic, verified, dominant buying factors. 


UNLIKE any other printed means you can name, Home Owners’ 
Catalogs is the most effective, most economical distributor of 
consumer sales literature to the greatest number of qualified 
home-planners. 


UNLIKE any other year in its history, Home Owners’ Catalogs is now 
serving more national accounts than ever before . . . distribut- 
ing more consumer catalogs than ever before (over 2,500,000) 
... binding bigger books than ever before (over 398 pages). 


UNLIKE all other merchandising aids offered by consumer publica- 
tions and services, the Home Owners' Catalogs merchandising 


package is a proven sales-maker with plenty of dealer-level 
impact. 


185 compeny + 7 
ineering-superhe é “hf, "n 
department ehe cu v7 4 
"National electric y Ў 
И Mmeforfans, inc. - 4° Ud 
!'9-superheater, ine 4 


PPPle, inc.» the he /7 
! company * nash- ^ 


ACT NOW! HIRE HOME OWNERS' CATALOGS FOR '51! 
YOU'LL LIKE WHAT IT DOES TO YOUR SALES! 


AA 


t. A SALES OPPORTUNITY . . - 


for manufacturers of building "paier 
equipment, appliances, and home tu 
as on Home Own- 
Write today for full facts a ; | 
ers’ Catalogs and the {нү фиш? | Uu c ae ТЕ TE í 


hures 
ket. 1 bare T€ T iis we? and “Let's Sell CONSUMER CATALOG 
acing: 


‚ Yo ў DISTRIBUTION SERVICE 
Quality Housing - " 


HOME OWNERS CATALOGS 


\ 


p 


119 WEST 40TH STREET * NEW YORK 18 * NEW YORK 
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Church Roofs by Overly 


‹ SKS al 


fo (9 Ур 


Orca, p 
M e Пу installs ейте towers ond roots | 


paeem EL. 


\ 
CHURCH ARCHITECTS ^, 
CHOOSE OVERLY! * 


For new churches and old, 

modern Overly-Goodwin Batten 

Type Metal Roofing gets the call. 
Reproduced above, in minia- 

ture, are four full-page adver- 

tisements that have appeared in 

leading Architectural Magazines 

during 1950. 

Ad #1—which appeared in March, 

1950 Architectural Record, de- 

scribes the reroofing of Grace 

Methodist Church, Wilmington, 

Delaware, with Overly-Goodwin 

Roofing in Alrok-finish Aluminum. 


Ad #2—which appeared in May, y 


1950 Architectural Record, illus- y 
trates the application of Overly- y 
Goodwin Roofing in copper on 4 
the Park Synagogue, Cleveland j 
Heights, Ohio. { 
Ad #3—June, 1950 appeared in / 
Architectural Forum, and tells | 
the before-and-after story of St. і 

Mary's Greek Catholic Church — : 
in Scranton, Pennsylvania. 

Ad #4—July, 1950 appeared in 
Architectural Record, and de- 
scribes how the First United 
Brethren Church in Greensburg, 
Pennsylvania, was given a new 
lease on life. 105 tons of tile 
roofing, which had broken down 
the roof trusses, were removed 
and replaced by Overly-Goodwin 
Roofing in Aluminum. 


A 
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DEPENDABLE 


\ l ^ 
Y / 

\ [| РА 

\ / Z 


4 GET YOUR COPY OF 
,//ONERLY'S 1951 CATALOG 


This eight-page catalog, shown 
below, is just off the press. It 
contains details, specifications, 
and additional illustrations of 
the application of Overly-Good- 
win Batten type Roofing to 
/ churches, and many other types 
of public buildings. The specifi- 
cations and details of Overly 
Metal Coping and Overly Alumi- 

sills are also fully described. 


Send Today for this cat- 
alog preprint, which is now 


available. It will also appear 
in 1951 Sweet’s File. 


OVERLY 
MANUFACTURING COMPANY 


O ve rly Dept. AR 


ROOFING, COPING AND WINDOW SILL DIVISION | GREENSBURG, РА. 
СУ PANGUA MURING COMPANY 4 (Phone Greensburg 154) 


Factories 


PRODUCTS OF 


Sales Representatives in All Principal Cities 


A DEPENDABLE SPECIFICATION SINCE 1888 


RENE WORE ME? МАМАНА т наче 


SPECIFICATION 


SINCE 18 8 8 
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READY! 


A NEW 
DUAL DUCT 
AIR CONDITIONING 
SYSTEM 


FOR 
MULTISTORIED BUILDINGS 


EMBODIES THE ADVANTAGES OF ALL CURRENT PRACTICE 
WITH HIGH PERFORMANCE AND LOW TOTAL OWNING 
AND OPERATING COST. EXISTING STRUCTURES ARE 
SERVED AS WELL AS NEW BUILDINGS. 


MAJOR FEATURES 


PRACTICAL 


NO CONCEALED WATER PIPES • NO CONCEALED DRAINS TO CLOG, 
NATURALLY NO POSSIBILITY OF CORROSION • NO WATER OR STEAM 
COILS IN DISTRIBUTING UNITS TO CATCH DUST, THEREFORE NO AIR 
CLEANING DEVICES REQUIRED IN THE UNITS. 


SIMPLE 


NO POSSIBILITY OF CONDENSATION AT THE DISTRIBUTING UNITS • 
NO FANS AND CONSEQUENTLY NO ELECTRIC CONNECTIONS ARE 
REQUIRED AT THE DISTRIBUTING UNITS * ALL THE CONDITIONING AND 
CLEANSING OF THE AIR IS ACCOMPLISHED AT CENTRALLY LOCATED 
STATIONS WHERE IDEAL MAINTENANCE CAN BE HAD. 


FLEXIBLE 


EACH AND EVERY CUBICLE CONDITIONED HAS ITS INDIVIDUAL TEM- 
PERATURE CONTROL, PERMITTING THE HEATING OF ONE CUBICLE 
WHILE COOLING THE NEXT ONE. 


REASONABLE COST 


PARTITION ALTERATIONS AS MAY BE NECESSARY FOR TENANT CON- 
VENIENCE REQUIRE NO CHANGE OF THE AIR CONDITIONING DIS- 
TRIBUTION * ALL THIS WITH SMOOTH PERFORMANCE AT THE LOWEST 
TOTAL OWNING AND OPERATING COST. 


THE BUENSOD-STACEY DUAL DUCT SYSTEM 
HAS BEEN THOROUGHLY OWNER-TESTED ON 
MANY PROJECTS ° NAMES ON REQUEST 


SYSTEM PROTECTED BY PATENT APPLICATIONS 


BUENSOD-STACEY 


INCORPORATED 
GREENSBORO 


NEW YORK 


CHARLOTTE 
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CHICAGO’S GREAT FILTRATION 
PLANT HAS 


FREIGHT ELEVATORS 
EQUIPPED WITH 
SECURITY "UNI- MOTOR" 
OPERATED DOORS 


Strong, compact, rigid- 
ly attached operator 
unit is connected to 
adjustable sheave at 
opposite side by firmly 
supported and com- 
pletely covered "no- 
sag" roller chain giving 
continued positive performance. Security operators 
allow manual operation in case of emergency. 


WHERE 24 HOURS A DAY DEPENDABLE 
DUTY IS REQUIRED...SECURITY 
AUTOMATIC DOORS ARE SPECIFIED 


Thousands of installations throughout America 
have proven to architects that where years of 
unfailing service are the requirement, SECURITY 
DOORS and OPERATORS do the job. Rugged, 
engineered-to-perfection, metal clad, hand or 
power operated freight doors... made by 
SECURITY...will do your job better...longer! 


THE SYMBOL OF PROVEN PERFORMANCE yc 


(2 
БОЛУЛ FIRE DOOR CO. 


3046 LAMBDIN AVE. . 


ST. LOUIS 15, MO. 


ARCHITECTURAL RECORD 


Benjamin Braunstein, architect; Gross-Morton Company builders; Louis 
Light, plumbing and heating contractor; Kingsway Plumbing Supply Co., 


K О lr 6 E R Inc., Floral Park, N. Y., plumbing distributor. 


PLUMBING FIXTURES 
in Glen Oaks Village 


Glen Oaks Village is a 175-acre park community in the 
Borough of Queens, New York City, containing 3800 
rental-apartments. As in other large housing projects, 
Kohler fixtures and fittings were preferred for bath- 
rooms and kitchens. 

Fixtures of enameled iron include Cosmopolitan 
5-foot bench baths, Hampton 19x17” shelf lavatories, 
Alloway 42x20" sink and laundry tray combinations, 
Camberley 60x25” double drainboard, single compart- 
ment ledge sinks, and Emery 24x20” laundry trays on 
adjustable standards. Trylon close-coupled closets are 
of vitreous china, with Bramhall Regent seats. 

All Kohler fixtures have lustrous, glass-hard, 
easy-to-clean surfaces. The chromium- 
plated brass fittings, made expressly eT 
for Kohler fixtures, assure long-lasting ШАШЫ 
service, economical maintenance. Send | 
for further information. 

Kohler Co., Kohler, Wisconsin. 
Established 1873. 


KOHLER or KOHLER 


PLUMBING FIXTURES e HEATING EQUIPMENT • ELECTRIC PLANTS • AIR-COOLED ENGINES 
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The Century 'Dramalite' 
is freely adjustable 

in any direction up to 

115 degrees from the 
vertical and 360 degrees 
horizontally by means 

of simple, foolproof, 
concealed swivel joints. 
Accommodates standard 
reflector lamps. Precision 
made eggcrate louvre 
(available as extra) gives 
positive cut-off at 


45 degrees. Internal clips 
hold colored glass filters. 


CENTURY LIGHTING, INC., 521 WEST 43RD STREET, NEW YORK 


18 * 626 NORTH ROBERTSON BOULEVARD, LOS ANGELES 46 


DECORATIVE GRILLES 
with | O gu 


Perfect 


Control 


This dual-unit Hendrick Bulator installation, in the 
home of the president of a prominent corporation, 
combines complete control of air throw and spread, with 
a pleasing decorative effect. Although the deflecting 
vane grilles of the Bulator are directly behind the orna- 
mental grilles, only the latter are visible. Write for full 
details. 


———QÀ 22 - 


HENDRICK 
Manufacturing Company 


38 DUNDAFF STREET, CARBONDALE, PA. 


Perforated Metals 
Perforated Metal Screens 
Architectural Grilles 

Mitco Open Steel Flooring, 
“‘Shur-Site’’ Treads and 


Armorgrids Sales Offices in Principal Cities 
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Kent-Moore 


IMPROVES 
MECHANIC 


MONOXIVENT 


EXHAUST ELIMINATING FIXTURES 


You'd be surprised at what an improvement 
there is in mechanic efficiency and morale. 
when you take the toxic carbon monoxide 
away from the air they breathe. And when 
it comes to eliminating exhaust fumes, you'll 
, be equally surprised at how conveniently, how 
efficiently it's done with Kent-Moore's J 2980 
MONOXIVENT Set. It's designed for use with 
underfloor exhaust eliminating systems . . . 
features a special tailpipe adapter, an asbestos 
packed stainless steel tube, and a virtually 
airtight floor outlet assembly. Smart idea there 
too. You see, the adapter and tubing slip down 
into the underfloor duct for safe keeping when 
not in use. Fully protected, can't get lost or 
"borrowed". And it gets rid of unsightly hoses 
hanging from overhead. Important, too, from 
а cost point-of-view, is the simplified installa- 
lion. Readily installed in an upturned “Y” 
section of the main underfloor duct. No indi- 


J 2980 


vidual "T's" or branch ducts required. Keeps 
cost to a minimum for any underfloor system. 
r wer rm M9 


So if you're looking for effective means of. 
eliminating exhaust fumes at low installation 
cost, write today for complete information on 
the Kent-Moore J 2980 MONOXIVENT. 


Т KENT-MOORE ORGANIZATION, inc. 


GENERAL MOTORS BUILDING è DETROIT 2, MICHIGAN 
=> Engineers ond Manufacturers of Special KM Sales and Service Engineering Represent- 


Avtomofive Service Tools and Equipment 


atives in Principal Cities Coast-to-Coast 
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You can build any style fireplace 
around the Heatilator Fireplace unit! 


HERE'S never been any argument about a Heatilator* Fire- 

place being more efficient than a conventional fireplace. The 
Heatilator unit simplifies and standardizes construction, assures 
correct operation—and actually circulates heat to every corner of 
the room. But how does it affect fireplace design? 


NO LIMIT TO MANTEL DESIGN. The 
Heatilator unit is a scientifically de- 
signed steel form that provides all the 
vital parts of the fireplace from floor to 
chimney flue. It places no restriction on 
mantel design or use of materials. 
There is complete freedom of architec- 
tural expression—both in style and 
decorative treatment. 


ASSURES CORRECT CONSTRUCTION. 
When you specify Heatilator Fireplace 
you know that the fireplace will draw 
properly and will not smoke. The 


HEATILATOR “zie 


Heatilator unit is factory engineered to 
eliminate the errors that come from 
guess-work and rule-of-thumb con- 
struction methods. 


PROVED FOR 24 YEARS. Heatilator 
has been the leader in heat-circulating 
fireplaces for over 24 years. For better 
client satisfaction, be sure to specify 
Heatilator Fireplace. The name Heatilator 
is on both the dome and damper handle! 
Write today for complete specifications 
and illustrations. Heatilator, Inc., 6112 
E. Brighton Ave., Syracuse 5, N. Y. 


T.M. REG. U.S. PAT. OFF. 
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Smooth metal 
smoke dome 


Extro-wide 
Domper extends down-droft shelf 
full width of throat 
Worm oir outlet 
Unobstructed Convenient 


throot opening domper control 


One-piece firebox 


All heating surfaces 


of 3/16" steel Air intoke 
Hecting chamber 
at sides ond back of fire Intake boffle 
*Heatilator is the registered trademark of Heatilator, Inc. 


EFFECTIVE 


at Lowest 


ZONOLITE* ACOUSTICAL 
PLASTIC also provides greatest 
fire protection! 


'The most economical sound-conditioning for old 
or new construction is provided by ZONOLITE* 
Acoustical Plastic. It trowels on like plaster over 
any clean, firm surface—even curved or irregular, 
thus eliminating trimming, cutting and fitting. 
The attractive color and texture of Zonolite 
Acoustical Plastic usually requires no further 
decorating. Like all ZONOLITE products Acous- 
tical Plastic is absolutely fireproof itself and thus 
provides maximum fire protection for underlying 
materials. Its sound coefficient is .65. 

For complete information concerning 
ZONOLITE Acoustical Plastic send coupon be- 
low, today! 


v 


ZONOLITE 


COMPANY. 


135 S. LaSalle Street, 
Chicago 3, III. 


*ZONOLITE is a registered trademark 


ZONOLITE Company, Dept. AR-120 
135 S. LaSalle St., Chicago 3, Ill. 


p send me FREE booklet PA-5 on ZONOLITE Acoustical 
astic. 


Name 


VLA RED, оса cnim emis cuc isl йин баги diea оаа јен еа Revere 
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Ae TV 


SPRINKLERS 


OSS FIREMEN EVERY 10 FEET 2 


Does Insurance Compensate? Insurance 
against FIRE pays only for loss of phys- 
ical property ... NOT for lost produc- 
tion, cancelled contracts, lost business or 
human lives. GLOBE Automatic Sprin- 
klers curb ALL losses due to FIRE. 


GLOBE AUTOMATIC SPRINKLER CO. 
NEW YORK...CHICAGO...PHILADELPHIA 
Offices in nearly all principal cities 


THEY PAY FOR THEMSELVES 


BURNHAM PRODUCTS THAT 
PROVIDE LOWER-COST, 
SPACE-SAVING, 

RADIANT HE 


Radiant Baseboards 


Lifetime cast-iron baseboard units. Provide 
radiant heat at ankle height. Fins are part 
of casting — cannot come loose. No "false 
front" or grilles to become dented. Easy to 
install, accessible, leave floor space en- 
tirely free. Specify them! 


PACEMAKER °° | s 
| 


quality boiler on the market. Com- 
plies with ASME code. Economical 
in cost because it's shipped assem- 
bled — simple to install. Specify it! 
Team it with BASE-RAY for lowest 
cost, mid-century radiant heating 
installations. 


Why specify ordinary heating? Get all the details 
of this famous team and other Burnham producis. | 
Write for Catalog 81 TODAY. E 


NO. 


“PIONEERS OF RADIANT BASEBOARD HEATING” 
IRVINGTON, N. Y. 


Lowest priced cast-iron oil-fired à | ^ 
| 


*Reg. U.S. Pat. Off. 
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Marble creates an atmosphere of refinement in the 
Jen ККУ home which few other materials can approach. It is as 
equally desirable for its long life of lustrous beauty which 
“Marble Forecast 1950 - 1951.” requires only the simplest attention to maintain and clean, as for its ability to 
Write for free copies to adapt itself sympathetically to any decor. 


Managing Director: For floors or walls, in the foyer, living room, bath or kitchen — in fact, 
everywhere in the home — Marble contributes a modern note to good design. 


FREE BOOKLET: “Marble for the home” will be sent on request. Write: 


Со 
. NSTITUTE OF /МЕКЇСА, INC. 


108 FORSTER AVENUE MOUNT VERNON. NEW YORK 
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Keep Heating Comfort HIGH 
vitn ENTERPRISE 


OIL BURNERS 


Available in a wide range of 
industrial and automatic sizes 
up to 650 boiler HP, Enterprise V-belt 

Oil and Combination Gas-Oil Burners provide 
highest heating comfort and long-term economy for 
every type and size building. For the best in modern 
burners, specify Enterprise—the choice of heating 
experts. Full information on request. 


Three Enterprise Oil Burners furnish complete heat- 
ing comfort for the Southwestern Bell Telephone Com- 
рапу'ѕ Repeater Station in Kansas City, Missouri. 


Architects: Neville-Sharp & Simon 

Mechanical Engineers: Howarth, Scott & Kinney 
General Contractors: Swenson Construction Co. 
Heating Contractors: U. S. Engineering Co. 

Enterprise Distributor: Gate City Petroleum Company 


=—/ 
ENTERPRISE ENGINE & MACHINERY CO. Oil Burners 


A Subsidiary of General Metals Corporation 


18th & Florida Sts., San Francisco 10, Calif. Distributors in Principal Cities 


SPECIFY 
SPOT 
SASH 
CORD 


FOR 
LIFETIME SERVICE 


Weight and pulley hung windows 
using time-tested Spot Sash Cord givea 
lifetime of trouble-free service. 

9 No adjustments 

® Nothing to get out of order 

Ф No noise from metal to metal 

contact 

Ф No early replacements 


Spot Sash Cord is inexpensive to 
install... easy to maintain. 


See Our Catalog in Sweet's 


Specify Spot Sash Cord... identified 
by the colored spots, our trade 
mark (Reg. U. S. Pat. Off.) 


JAMESTOWN METAL 
CORPORATION 


104 BLACKSTONE AVENUE JAMESTOWN, N.Y. 


CORDAGE WORKS 


BOSTON 10, MASSACHUSETTS 
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21 modern building 
saves with Reinforced Concrete! 


TERR) | 


! 
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Manhattan House, New York City, owned and managed by New York Life Insurance Co. Associated Architects: Mayer 
& Whittlesey; and Skidmore,Owings,& Merrill. Structural Engineer: Charles Mayer. General Contractor: Cauldwell Wingate Co. 


For this modern apartment building—New York Life Insurance Co.'s Manhattan 
House—reinforced concrete was chosen for frames and floors, which resulted in appre- 


ciably lower framing costs. Note the upper floors. This type of construction permits an im- 
portant saving in vertical space. 


Reinforced concrete construction offers many other advantages. Its monolithic 
structure is inherently firesafe. as well as highly 
resistant to wind, shock, and quakes. For your 


next building, consider reinforced concrete. 


YOU'LL GET 


CONCRETE REINFORCING 
STEEL INSTITUTE e 
38 S. Dearborn Street 


MORE FOR YOUR MONEY 


WITH 
REINFORCED 
CONCRETE 


Chicago 3, Illinois 
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KORK-PAK’ CORRUGATED 
CLOSURE STRIPS 


@ NON-SAGGING— 
RIGID 


€ RESILIENT 


@ FASTER APPLICA- 
TION 


МӨ LIGHT WEIGHT 


The new KORK-PAK (Patents Pending) 
Closure Strips will give you tighter 
siding and roofing seals because KORK-PAK, the cork im- 
pregnated with asphalt material, will remain rigid and 
firmly in place under all weather conditions — won't sag, 
crack or shift. KORK-PAK is faster to apply —requires mini- 
mum fastening because it's rigid — weighs half as much as 
asphalt or rubber and reaches your job for less than the cost of 
asphalt. KORK-PAK is made for horizontal, vertical or bevel 
closures on standard steel, aluminum or asbestos cement 
corrugated sheets. 


Write for complete details, 


illustrated circular and samples 


SERVICISED PRODUCTS CORP. 
6051 W. 65th ST., CHICAGO 38, ILL. 


St. Francis Xavier Cabrini Church, Minneapolis, Minnesota, using seven 43- 
foot glued laminated arches. Long & Thorshon, Inc., Minneapolis, architects. 


GLUED LAMINATED ARCHES 


Serene Beauty. Reverent Dignity 
Strength for the Ages 


Y ALONG WITH THESE QUALITIES, inherent in the 
artistry of Timber Structures glued laminated arches, 
comes rapid, fund-saving construction. For while ful- 
filling the design motif, they also serve as structural 
members that form the sides and roof of the building. 

Through the “moulding” process of glued lamina- 
tion, any desired form may be obtained while retaining 
the beauty of wood. Composed entirely of kiln dried | 
Douglas fir, the glued laminated members are stronger 
than sawn timbers, and will not shrink, check, twist or 
warp. Decorative treatments are unlimited. 

For your information, a new booklet, “Engineered 
Timbers” has just been issued. Copies may be obtained 


through the Timber Structures office nearest you, or For Stepped-Up Endurance: 


by writing directly to us. 


TIMBER STRUCTURES, INC. 


P. O. Box 3782-A, Portland 8, Oregon 

Offices in New York; Chicago; Kansas City, Missouri; Dallas, 

Texas; Eugene, Oregon; Seattle and Spokane, Washington 
TIMBER STRUCTURES, INC., OF CALIFORNIA . Oakland, California 
TIMBER STRUCTURES OF CANADA, LTD. . Peterborough, Ontario 

Local Representatives Coast to Coast 


e Steps go up—upkeep costs stay down 
—when TERRAZZO is underfoot. Con- 
stant friction of heavy traffic serves only 
to mellow the marble-hardness. Available 
for floors, stairs, wainscots and walls, 
TERRAZZO is sanitary, easy-to-clean, 
and concrete-durable. 
Specify TERRAZZO—in virtually any 
| color-or design-combina- 
; +, tion—and do your client a 
TIMBER STRUCTURES, INC. Е и onn permanent sais 


P. O. Box 3782-A, Portland 8, Oregon workabout TERRAZZO 
Please send a copy of '"'Engineered Timbers'' to 


"- THE NATIONAL TERRAZZO AND 


Company. 


m as MOSAIC ASSOCIATION, INC. 
I je m co rei Rt UNA rotg SS À 711 14th Street, N. W. Оер. R Washington 5, D. C. 
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LUTHERAN CHURCH 


HOPKINS, MINNESOTA 


39'- 2" wide, 118'- 4" long. 


Arches 34'- 1054" high, 
spaced 16'- 6" О.С. 


* 


Architect: Lang & Raugland 
Minneapolis, Minnesota 


Contractor: Dean L. Witcher, Inc. 


Dignified Beauty is Inexpensive 
WHEN RILCO ARCHES ARE SPECIFIED 


Bx comsmnc the natural beauty and versatility 
of wood with reliable engineering, Rilco produces 
arches that are architecturally and esthetically 
satisfying. These efficient arches are glue-lami- 
nated from clear grade, kiln dried West Coast 
Douglas Fir and bonded with the finest glues 
obtainable. 

Because they arrive on the job site ready for 
rapid erection, construction is remarkably simple 
and economical. Hardware for engineered connec- 
tions furnished with arches provides a perfect 
joint at the ridge, and solid anchorage at the base 
of the arch. 

Wrapping protects the smooth surfaces of the 
arches during shipment to job site. This protec- 
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tive wrapping is left on the arches during construc- 
tion and not removed until roof decking is applied. 

Rilco arches are dependably designed and man- 
ufactured for each individual job. Our experienced 
engineering staff is at your service! See our 12-page 
catalog in Sweet's or write us for more information. 


Lammated. PRODUCTS, INC. 


1670 FIRST NATIONAL BANK BUILDING, ST. PAUL, MINNESOTA 
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SYMBOL OF 
SUPREME 


ТУЛ 


Co-operation is a very mild word, when applied to 
the super-human struggle of those honored by this 
imposing memorial. Yet, the spirit of their co-opera- 
tion must be remembered always. 


Veterans Memorial, Detroit, Michigan. | 
Harley, Ellington & Day, Architects; Mar- 

shall Fredericks, Sculptor; Kuhne, Simmons | 
Co. Inc., Contractors. | 


Vermont Danby Marble 


Exterior and Pylons 


LOOK TO 


BURT 

FOR THE 

SOLUTION TO 

ALL YOUR VENTILATING 
PROBLEMS 


You'll find the solution to your ventilating problems in ВОКТ” 


complete line. 1t includes a size and type for almost every ven- 
tilating need — gravity, fan, revolving head and continuous ridge 
units. If special designs are required, BURT has the know-how 
and facilities to produce them for you. BURT’S experience from 
more than half a century is available — without obligation — at 


your request. 


SEE SWEET'S OR WRITE FOR CATALOG AND DATA SHEETS 


The BURT МЕС. co. 


48 E. South Street Akron 11, Ohio, U.S.A. 


VENTILATORS „ LOUVERS • OIL FILTERS • SHEET METAL SPECIALTIES 


Inspired by this realization, the Architects, Engi- 
neers, Contractors, and Vermont Marble Company, 
worked together "without a hitch," to make the 
Veterans Memorial in Detroit, Michigan, worthy of 
the heroes it honors. 

The entire building-exterior and plaza-enclosure 
are of Vermont Danby Marble. The marble eagle is 
24 feet wide, 28 feet high, and projects, in part, 4 
feet outward from the face of the building. The 
weight of the assembled pieces which form this 
marble eagle, approximately 46 tons, made it im- 
perative to use special structural brackets tied to the 
reinforced building frame. 


COLOR * CHARACTER * PERMANENCE * LOW MAINTENANCE 


crystalline 


VERMONT MARBLE 


VERMONT MARBLE COMPANY « PROCTOR, VERMONT 
Branch Offices 


Boston e Chicago e Cleveland e Dallas ə Houston e Philadelphia e Los Angeles 
New York * San Francisco 
In Canada: Ontario Marble Company, Ltd., Peterboro, Ontario and Toronto, Ontario. 
Brooks Marble & Tile Company, Ltd., Toronto, Ontario. 


Levittown's - 
trim design *. 
for the 

bathroom! 


Colorful tileboard edged with sleek CHROMTRIM metal 
moulding (6090 — for coves or corners) between walls 
and ceiling ...that's why Levittown bathrooms look 
so smart and modern. 
Over 200 stock shapes (or made to order) for every 
decorating use: 
* in aluminum —a choice of rolled and extruded 
shapes. 
• in stainless steel — tough stainless clad over easy- 
to-cut rust-proof aluminum; also solid stainless. 
* wider, thinner flanges for easier nailing and 
greater contour smoothness on wallboard and 
linoleum. 
Individually wrapped in RED-striped jackets to pro- 
tect the finish and to identify genuine CHROMTRIM. 
new 1950 Catalog, 


(д or see Catalog 14Ь 


Bà, WOULDINGS in SWEET'S 3 


Гау to Bl. (лу to Aply 


R. D. WERNER CO., Inc., Dept. AR, 295 Fifth Avenue, New York 16, N. Y. 
In Canada: R. D. WERNER CO., Ltd., Oshawa, Ont. 


Write for 
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to this door story 


Architects Ferrenz & Taylor take 
advantage of the great versatility 
of Weldwood Stay-Strate Doors 


Here's one place where it pays to be two-faced. 


The Weldwood® Stay-Strate Doors (with Kaylo* Core) in the 
Board Room of the Fitkin Memorial Hospital, in Asbury Park. 
New Jersey. are a beautiful example of how you can blend these 
versatile doors with almost any decorative scheme. 


One side has the sheer. flush face that goes with the decorative 
motif of the entrance hall. The other, using walnut molding, has 
a paneled effect that blends perfectly with the traditional setting 
of the interior. 


Апа... оп top of decorative versatility . . . this modern door has 
many other advantages to offer. 


The Weldwood Stay-Strate Door won't warp — in fact, a strong 
guarantee to this effect appears on every door. Here's a door that 
stays straight — that won't shrink or swell — not only when it's 
installed, but throughout its entire life! 


Because it's constructed with the same incombustible mineral 
core material used in the famous Weldwood Fire Door .. . you get 
unusually effective fire protection. Use it in unclassified openings 
as the perfect complement to the Weldwood Fire Door. 


In addition, the Weldwood Kaylo Core Door can be specified 
where you need: 


Maximum Dimensional Stability . . . 

Light Weight. . . 

Extraordinary Durability . . . 

Waterproof Bond... 

Suitable for both interior and exterior изе... 


Specify lights and/or louvers to your needs, and we'll cut them 
before shipment. Face veneers can be had in a wide variety of 
domestic and imported hardwoods. 


United States Plywood Corporation carries the most com- 
plete line of flush doors on the market including the 
famous Weldwood Fire Doors, Weldwood Stay-Strate Doors. 
Weldwood Honeycomb Doors. Mengel Hollow-core Doors, 
Mengel and Algoma Lumber Core Doors, 1%” and 134" 
with a variety of both foreign and domestic face veneers. 


*T. M. Reg. U. S. Pat. Off.. Owens-Illinois Glass Co. 


Branches in Principal Cities - 
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‚ WELDWOOD Flush Doors 


Manufactured and distributed by 


UNITED STATES PLYWOOD CORPORATION 
55 West 44th Street, New York 18, N. Y. 
Distributing Units in Chief Trading Areas - 


These Weldwood Stay-Strate 
doors in the Fitkin Memorial 
Hospital, Asbury Park, N. J.. com- 
bine birch faces on one side with walnut 
faces on the other. The addition of walnut moldings was all that 
was necessary to give a traditional paneled effect. 


ANOTHER WELDWOOD DOOR... 
the famous WELDWOOD FIRE DOOR with 
THE UNDERWRITERS’ LABEL... 


gives you complete fire protection at mod- 
erate cost. 


| 

| 

| 

| 

| 

| 

| 

| tection and decoration in one beautifully 

| finished. moderately priced, wood-faced flush 

| door. 

| This door carries the Underwriters’ Label 
for Class “B” openings, and can be so used 

| with complete assurance of approval for fire- 

| proof construction. 

| 

| 

| 

| 

| 


Available in a wide range of sizes . . . up 
to 4 ft. wide and 7 ft. high .. . and in a variety 
of imported and domestic hardwoods . . . the 
Weldwood Fire Door has recently received 
Underwriters’ approval to carry light open- 


| 
| 
| 
| 
| 
| 
State | , | 
ere's your opportunity to combine pro- | 
| 
| 
| 
| 
| 
| 
| 
| 
ings up to 10 in. square. i 


Dealers Everywhere 
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Fresh from the hands of Wurlitzer 
craftsmen, this new Wurlitzer 
Series 25 represents a notable 

PO: : a 4 E advance in electronic organs. 

ANE te} Gt Fast but velvet-like action speaks 
the latest and fi ae t Pei i and falls silent in split-second d 

B1] with the organist's fingers. No lag. 

No annoying "explosive" effect. 

A finger-touch on pre-set pistons 
brings out dominant solo voices of 
new richness and beauty—each voice 
with its own perfect accompaniment. 
And the full majestic beauty 
of the organ ensemble is 
truly a triumph in electronics. 

Designed by William Zaiser, the 
beautiful console is traditional in 
appearance and embodies arrange- 
ments and playing dimensions that 
rigidly conform to recommendations 
of the American Guild of Organists. 
And with all these advantages, 
the Series 25 1s reasonably priced. 


WuRLIIZER 


World's Largest Builder of Organs and Pianos 
Under One Name 
e 
THE RUDOLPH WURLITZER COMPANY, NORTH TONAWANDA, NEW YORK 
EXECUTIVE OFFICES, CHICAGO, ILLINOIS 


Series 25 Wurlitzer Electronic 
Organ. 


ж 
MOORE KEY CONTROL 


OFTEN PAYS FoR ITSELF 
IN LESS THAN eo, YEARS! 


You owe it to your client to in- venience and privacy. No won- 
vestigate this modern system of der more architects every year 
key control. It saves money year now specify Moore Key Control 
in and year out by eliminating for use throughout schools, in- 
expensive repairs and replace- stitutions, hospitals, hotels... in 
ment of locks and keys. What’s all factories and buildings where 
more, it guarantees security,con- keys are used. 


COMPLETE SYSTEMS 
FOR EVERY NEED 


Wall cabinets of 
every size 
from $27.45 up 


AIR CONDITIONING 


Iudustry — 


A EROF IN FIN-TYPE 
HEAT-TRANSFER UNITS 
do the job Better, 

Faster, Cheaper 


Drawer 
file cabinets 


` Section of a typical 
control panel 


STRADEMARKS © P. О. MOORE, INC., Dept. А-2 
300 Fourth Ave., New York 10, N. Y. 


Mail Coupon Please send me special architect’s manual 
TEOR CA! for my A.LA. file on MOORE KEY CONTROL. 


Free Booklet IN OTE Cia iara ix ON iiie eedem idis 


AEROFIN CORPORATION 


410 South Geddes St., Syracuse I, N. Y. 


City, State.. 
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rchitectural Concrete 


When the terminal building for the Seattle-Tacoma International 
Airport was being planned, three fundamental goals were set. The 
structure had to: (1) be attractive and functional, (2) have low first 
cost and (3) have low maintenance cost. 


These goals were realized by using architectural concrete walls and 
reinforced concrete frame and floors. Beauty was achieved by the 
simple lines and arrangement of masses of the building and the use of 
decorative features such as fluting, grillwork and cantilevered cano- 
pies. To assure best results special attention was given to formwork. 


Besides combining beauty and low annual cost, architectural 
concrete meets every other essential structural requirement. It has 
great strength and durability and is firesafe. It also can be molded 
economically into ornamentation for any style or period. All these 
factors result in structures which please clients and investors alike. 


Architectural concrete is adaptable to structures of any size or pur- 
pose— apartments, schools, hospitals, stores, factories and office build- 
ings. Architects find architectural concrete a versatile material for 
creating beautiful, functional, economical edifices. 


For more information about architectural concrete write for free, 
illustrated literature. Distributed only in United States and Canada. 


PORTLAND CEMENT 


DEPT. 12-8, 33 WEST GRAND AVENUE, 
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Upper photo shows the terminal building of the 
Seattle-Tacoma Airport from the ground approach 
side. Central section is five stories high surmounted by 
the control tower. In plan the structure is a blunted V, 
800 ft. long from end to end of passenger con- 
courses. Total floor area, 243,000 sq. ft. Lower photo 
shows entrance tower. Grillwork is cast stone. De- 
signed by the staff of the Port of Seattle. Lease 
and Leigland, Seattle, were the general contractors. 


ASSOCIATION 


CHICAGO 10, ILLINOIS 
À national organization to improve and extend the uses of portland cement and concrete through scientific research and engineering field work 


247 


INFORMATION 
ON @ 4 FOR 
HOT WATER 
HEATING 


WRITE FOR MANUAL ON 
HOT WATER CONTROLS 
TODAY... 


Modern uses of hot water heating — for panels, convec- 
tors, and baseboards, as well as direct radiation — require 
up-to-date control systems for maintaining uniform tem- 
perature and maximum efficiency. Barber-Colman Com- 
pany has the necessary controls to handle the various 
applications properly — and also has put together data 
sheets and descriptive literature to show how these 
systems work, and what system and equipment to use in 
any given set of circumstances. This valuable engineering 
data is available to you free for the asking. Write for 
yours today — it will surely be a help to you in planning 
your future hot water heating installations. 


BARBER-COLMAN млан 
1232 ROCK STREET 
ROCKFORD 
ILLINOIS 
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EMPLOYMENT OPPORTUNITIES AVAILABLE 


Advertising rates on request 


Positions Open 


STATE OF ILLINOIS: Supervising Architect’s office, has 
openings for two architectural draftsmen, two mechanical engi- 
neers, one specification writer, one Junior civil engineer (all per- 
manent), in the Springfield office. See or write E. Todd Wheeler, 

Rm 500, Armory-Office Bldg.. 124 E. Adams St., Springfield, TII. 


ARCHITECTURAL DRAFTSMEN: able to develop work- 
ing drawings without guidance. Experience necessary. Prin- 
cipally schools and hospitals. Location Kansas City. Pleasant 
working conditions. Salary dependent on ability to produce. 
Submit all qualifications including training, experience, sample 
of drafting, and starting salary required. Box 519, Architectural 
Record, 119 W. 40th St., New York 18. 


| WANTED: Experienced draftsman capable of handling work- 
ing drawings from start to finish. School work. Reinforced con- 
crete, masonry and steel. Permanent position. Write full details 
| Whittier & Goodrich, Architects, 215 College Street, Bur- 
| lington, Vermont. 


The West Dodd System 
of Lightning Protection 
is inconspicuous. Leaves 
nothing to mar the ar- 
chitectural beauty of any 
building. When installed 
by factory trained experts 
it provides almost 100% 
protection from lightning. 
West Dodd Systems are 
manufactured in accord- 
ance with Underwriters’ 
Laboratories and Ameri- 
can Institute of Electrical 
Engineers standards. 


йш» 
c" 


1 


Adds to the safety of 


Suburban residences 


.. Churches . - Schools 
..Power plant stacks 
“тана buildings 


FREE estimating and engi- 
neering service to architects 
on request. Write for com- 
plete information. 


WEST DODD 


LIGHTNING CONDUCTOR CORP. 
Goshen, Indiana 
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“Consider the Completely installed price 


04 
е 


and yov'll choose Pittsburgh Doorways every time 


WITH a lot of doorways, list price is only the 
start. And there are several days' installation 
labor on the job that must be added. Not so 
with Pittsburgh Doorways. For they do away 
with time and labor-consuming details of fitting 
and calculation in the field. That's because they 
are factory-assembled to precision standards 
and come to the site ready for installation— 
in one "package." The only thing left to do is 
to bolt the frame into the building opening and 
hang the sturdy Herculite Doors. That's really 
cutting costs on the job! 

When you are considering a doorway, think 
of it in terms of total installed cost. You'll find 
that Pittsburgh Doorways—because of their 
precision fabrication and quality features— 
will give you more, do more and save more. 
Why not write for further details and a copy 
of our descriptive literature? Pittsburgh Plate 
Glass Company, 2247-0 Grant Building, Pitts- 
burgh 19, Pa. 


MACHINE-MADE MITERS are one of the many quality features that 
distinguish Pittsburgh Doorways. Note the massive, classical lines 


and substantial silhouette in this sectional view. 


G PAINTS GLASS · CHEMICALS - BRUSHES · PLASTICS 


PITTSBURGH PLATE GLASS COMPANY 
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Architect: Hugo C. Haeuser, Milwaukee, W isconsin. 


Architeets invited to use 
American Seating Company 


Consultation Service 


or more than 60 years, American Seating 
Company has been designing and manufac- 
turing church furniture of beauty and distinction. 
You are invited to use the knowledge gained 
through those years of successful experience, 
freely available to youin our Consultation Service. 
Our Church Furniture Designers know the 
current trends in church-interior design. You 
will find them to be a dependable source of au- 
thoritative technical data. Their work is to be 
seen in many of America’s most distinguished 
churches. You are cordially invited to use this 
Consultation Service without cost or 


obligation. We are eager to help you Eon 
in every way possible. Write today. a“ 


WORLD’S LEADER IN PUBLIC SEATING 


4, ° e 7 f 
Grand Rapids 2, Michigan 
Branch Offices and Distributors in Principal Cities 


‚ Manufacturers of Church, School, Auditorium, Theatre, Transportation, 
Stadium Seating, and Folding Chairs 
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NEW LOW GLAZING COSTS! 
NEW HIGH GLAZING QUALITY! 


SPECIFY 


TREMIGLAZE 


MASTIC GLAZING COMPOUND 
IN COLORS 


Requires No Painting 


@ Specify Tremglaze Aluminum color. 

in и It bonds to aluminum, requires no paint- 

jum! $ ing—ever. Proven on actual jobs for 
A d ow over ten years. Meets Aluminum Window 
Manufacturers Association standards. 


od @ Specify Tremglaze yet pay no more 
0 for completed window installations 
$ than with a putty job. Save on the paint 

indo contract; specify —"Paint first — then 
wW Tremglaze”. Put paint on the window 
where it belongs—Tremglaze requires no 
paint. Save on cost of cleaning glass also. 
NC-102 


Consult your local Tremco Representative or write to: 


"TREITICO ЛЫБ 


NEW, ENLARGED EDITION OF 


TIME-SAVER STANDARDS 


Now on the press, for immediate delivery, is a 
brand new edition of TimE-SAVER STANDARDS — a 
gigantic volume of 888 pages containing all of the 
old edition plus 232 pages of new standards never 
before published in book form. 

A grand total of 319 different Time-Saver Stand- 
ards ...888 pages... more than 1,000 illus- 


trations, charts and diagrams. 


Special Pre-Publication Offer 


Although this new, up-to-date edition of TIME- 
SAVER STANDARDS will be almost one third larger, 
the regular price will be only $12.50. 

But if you place your order now — before Decem- 
ber 31, 1950 — you can take advantage of the pre- 
publication price of $10.00, a 20% saving on the 


regular price. 


BOOK DEPARTMENT, Architectural Record 
119 West 40th Street, New York 18, New York 


Enter my advance order for copies of the new, complete, 
888-page edition of TimE-Saver STANDARDS at the pre-publication 1 
price of $10.00* per copy. (Regular price $12.50.) I enclose payment | 
of $ 


INGE a ey etic cua 
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BL | 


RESULT FROM THE 
ABSENCE OF BLOW: 


@ Complete absence of draft 
velocities. 


€ Unparalleled uniformity 


bo —— | and control of air tempera- 


ture and air motion. 


The Main Source of | 6 Elimination of all air direc- 
| ; tion adjustments by diffus- 
Air PSOE Complaints? Mi "s" or baffles. 


к" €MULTI-VENT... cumul 
Low: Velocity. Air Diffusion. 
CN C CEILING. PANELS: 


^ а = - “onam a > - 


"€, No restrictions on the loca- 
tion of diffuser, regardless 
,of walls and columns. 


Through perforated ceiling areas, Multi-Vent provides perfect over- 

all air distribution entirely by pressure displacement—completely 

free from BLOW or high velocity injection. BLOW is the direct source | 

of all draft hazards and is responsible for the most serious installa- | 

tion, balancing, maintenance and adjustment problems. Is 
| 


t. 


@ Partitions may be moved 
. at will, even to bisect a 
panel. 


| @ More room air changes per 


THE MODULAR ONE-FOOT Ps hour, when required, with 
MULTI-VENT PANELS... E less air motion. 


| 9 Elimination of dirt impinge- 
Available in 2, 3, 4, 5, and 6-foot lengths, supplement- `. ment on ceiling and wall 
ing the line of two-foot and three-foot wide panels. Es surfaces. 


@ Higher Diffusion Tempera- 
ture Differentials with 
lower ceilings. 


(€ No change in air diffusion 
pattern or cold drop when 
volume of air delivered is 


varied. 
: | 
MULTI-VENT PANEL WITH PERFORATED DISTRIBUTION PLATE LOWERED | € Complete absence of the 
(Standard metal acoustical pans may be substituted for the distribution plate) i sound of rushing air. 
| 
For comparatively small air volume requirements in | _® Complete concealment be- 
new modular construction. | hind standard perforated 


| acoustical ceiling pans. 


For long narrow peripheral zoning. 


For economical installation in standard suspended ceilings. | See SWEET'S Arch. & Eng. 


= РРА : : " | Files or: Write for detailed 
For beautiful ceiling design with parallel strips of one-foot | Кеша mud diio cate cit MD 


flush troffer lighting. | Multi-Vent sales engineer in 


| your vicinity. 


See our Exhibit at 
BOOTH 15 


@ MULTI-VENT DIVISION 


THE PYLE-NATIONAL COMPANY 
1375 N. KOSTNER AVE., CHICAGO 51, ILL. 


10th INTERNATIONAL 
HEATING & VENTILATING EXPOSITION 
Philadelphia JANUARY 22-25 
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equipped with . . . 
SOSS INVISIBLE HINGES 


"the hinge that hides itself” 


THE ULTRA-MODERN HOME OF THE NORTH 
AMERICAN LIFE AND CASUALTY COMPANY 
—Minneapolis 4, Minnesota 
THE ARCHITECTS: LANG & RAUGLAND 


—Minneapolis 3, Minnesota 


Lang & Raugland, Minneapolis Architects, by 
using SOSS INVISIBLE HINGES, succeeded in 
creating modernistic interior effects in this build- 
ing that could never have been realized with old 
style, butt type hinges! 


These remarkable SOSS HINGES have NO UGLY, 


BULKY, PROTRUDING hinge butts to mar the 
graceful lines of modern design. They’re the only 
hinge that absolutely assures the architect of the 
soft, smooth, streamlined, harmonious interiors 
that are so very necessary to really modern archi- 
tecture. There’s a weight-rated SOSS HINGE, 
operating on hardened steel links and roller bear- 
ings, for every type of installation. 


Write for FREE CATALOGUE that gives 
complete details, blue print templates, and 
the many uses of this modern hinge to... 


INVISIBLE 
HINGES 


SOSS MANUFACTURING COMPANY 


21769 HOOVER ROAD • DETROIT 13, MICHIGAN 
А.А, File No. 27-B-1 


presents the 


Pressed Steel Furnaces 


As a result of demands by architects, 
builders and home owners for a method 
of heating basementless slab houses in a | 
manner that would combine the warm 
floors possible with radiant heat plus the | 
many advantages of forced warm air with 
its winter air conditioning and summer air 
circulation, MOR-SUN has developed the 
CF Series for gas and oil firing. 


Based on the nationally famous 
MOR-SUN Utility Series, and 
backed by the largest manufac- 
turer of pressed steel furnaces 
in the world, the CF Series gas | 
furnaces have been tested and approved 
by AGA, and both gas and light oil 
furnaces are listed by Underwriters Lab- 
oratories for zero inches clearance, thus 
allowing closet installations. 


For complete informa- 
tion and the name of 
your nearest MOR- 
SUN factory repre- 
sentative, write, wire 
or phone— 


< MORRISON STEEL PRODUCTS, INC. 


е BUFFALO 7, М. Y. 


Furnace Division 
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Mat WATER 
wilt FORMULA “640 


A clear liquid sealer which penetrates 
deeply into masonry surfaces. 


The hydrocarbon solvent in Formula No. 
640 evaporates, leaving the pores filled 
with a balanced formula of seven differ- 
ent waxes and resins. 


For complete specifications and a de- 
scription of our other products—cement 
hardener, floor mastic, rubberized en- 
amel, foundation coating, plaster bond, 
etc.—see our catalog in Sweet’s Archi- 


tectural File 9a/8 under "Waterproofing 


and Dampproofing." 


WRITE OUR ENGINEERING DEPARTMENT for 
office test kit, technical data, or regarding 
any special problem 


J. Wilbur Haynes, Engineer 


HAYNES PRODUCTS CO. 


4007 FARNAM STREET * OMAHA 3, NEBRASKA 
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The cafeteria of a large insurance company in New York City. e Architect: 
Т. H. Engelhardt « Engineer-Contractor: Buensod-Stacey, New York, N. Y. 


...Solved by kno-draft adjustable air diffusers 


The air-conditioning problem in this company 
cafeteria was to select air diffusers that would 
"go" with its rich design and, at the same time, 
balance the great heat differential between the 
serving and the dining area. 

Kno-Draft Adjustable Air Diffusers solved 
both problems. 

Notice how well Kno-Draft's clean, concise 
lines harmonize with paneling and chandeliers. 
Take a satisfied user's word for it that the pat- 
tern of air flow provides equalized temperature 
and thorough distribution— without draft— 


W. B. CONNOR ENGINEERING CORP. 


Danbury, Connecticut 


Air Diffusion * Air Purification • Air Recovery 


In Canada: Douglas Engineering Co., Ltd., 
190 Murray Street, Montreal 3, P. Q. 
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throughout the entire area. 
With Kno-Draft Adjustable Air Diffusers, 
both air volume and direction are completely 
and easily controlled after installation. A screw 
driver is the only tool needed. Kno-Draft Air 
Diffusers are as much “at home" in modern as 
in traditional surroundings...and there are 
types and sizes to meet every requirement. 
KNO-DRAFT DATA BOOK: Complete specifi- 
cations, engineering and installation data on 
Kno-Draft Adjustable Air Diffusers. To get your 


copy, simply fill in and mail the coupon. No 
obligation, of course. 


W. B. CONNOR ENGINEERING CORP. 
Dept. E-120, Danbury, Connecticut 


Please send me, without obligation, my copy 
of the Kno-Draft Air Diffuser Data Book. 


Companys s se ooseospseiS eee mbEYRS э edd E IET 
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Modern kitchen styled by George Flynn, Worcester; 
work surfaces by Ryan Mfg. Co., Palmer, Mass. 


Home Kitchen. or Cafeteria 


PARKWOOD @ za 


Employee's cafeteria in the new John Hancock Building 
in Boston, New England's tallest office building. 


In an ultra-modern home kitchen or a huge 
employee's dining room — architects and de- 
signers choose Parkwood Decorative for work 
surfaces and table tops . . . for “tops” in beauty 
and utility. 

For range of color, for sparkling, exclusive 
modern designs, for enduring beauty protect- 
ed by non-glare, long-wearing quality surface, 
specify 


PARKWOOD е 


for Реги that is not “skin-deep”: a wide range of colors 
and designs (including precious. wood veneers in Parkwood 
Genuwood). 


Duly under all circumstances: the tough, laminated 
plastic surface of Parkwood will wear indefinitely, is virtually 
impervious to alcohol, cigarette burns, common alkalis and 


acids. 


Write for our new Kodachrome Brochure or 
see our insert in Sweets File No. 14a. Par. 


Jarkwood Corporation 


3! Water St., Wakefield, Massachusetts 
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I SEE SHADELY HAS A 


JOSAM BACKWATER VALVE 


INSTALLED IN HIS BASEMENT! 


It's no fun to have a basement full of water, mud 
and debris carried in by backwater from sewers 
due to heavy rains and floods. There's an easy 
way to keep basements dry and free from back- 
water—install a Josam Backwater Sewer Valve. 
Cost is so little compared to the protection it 
provides. Write for Bulletin BWV. 


JOSAM MANUFACTURING 


302 Josam Building е 


СОМРАМҮ 


Cleveland 13, Ohio 


is the whitest 
ansWhite cement! 


You'll get fine results with this extra white 
cement. It's true Portland Cement made 

to ASTM and Federal Specifications. If your 
dealer does not have it, write the office 
nearest you: Trinity Portland Cement Division 
General Portland Cement Co., 

111 West Monroe St., Chicago; Republic Bank 
Bldg., Dallas; 816 W. 5th St., Los Angeles. 


XT NE 
SR 
as white yet snow 


e 
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ow important is traffic flow 2 


p асе A a el 
e | 2 э 
in modern washroom planning? 


ETT N D sn 
ИУ E CABINET 


CABINET 


MIRROR 


(1) One misplaced piece of washroom equipment, like a waste 
receptacle on the wrong side of the wash basins, will waste 
many man-hours a year in washroom traffic jams ... and use up 
excess paper towels. 


(2) A simple rearrangement lets washroom traffic flow in and 
out easily, quickly. Recessed vents and lighting, and off-the- 
floor fixtures, make this small washroom modern in every way. 


Traffic flow is one of several factors 
that distinguish a truly modern wash- 
room from one merely equipped with 
up-to-date fixtures. 


This small washroom is modern in 
both design and function. Its users 
move progressively from urinals to 
wash basin, paper towel cabinet, waste 
receptacle and mirror, then out the 
door. The plan eliminates congestion 
—actually reduces man-hours spent in 
the washroom. It reduces your client's 


paper towel costs, too. The staggered 
towel cabinet and waste receptacle 
arrangement keeps users moving, 
gives them little chance to use more 
towels than actually needed. 


At no cost or obligation, you can 
call in the Scott Washroom Advisory 
Service to make use of the know-how 
of trained consultants who have serv- 
iced well over 300,000 washrooms. 
Your Scott Washroom Advisory 
Service man is equipped to give you 


the latest answers on all-around mod- 
ern washrooms as an integral part of 
new and old buildings. You'll save 
your clients countless employee man- 
hours, help them build good person- 
nel relations by installing the newest 
sanitary improvements. 


Contact Washroom 
Advisory Service, 
Scott Paper Com- 
pany, Chester, Pa. 


Send for FREE Leaflet... 
*Plant Washroom Designing" 


Washroom Advisory Service, Dept. T 
Scott Paper Company 
Chester, Pennsylvania 


At no cost or obligation, please send me your study of personnel, 
traffic and maintenance problems, “Plant Washroom Designing.” 


Name. 
Symbol of Company. с дус. ——————— 
Modern Washrooms РТТ 


Оа аза ONE State. 


SCOTT | 


Trade Marks "ScotTissue," “Washroom Advisory Service" Reg. U. S. Pat. Off. 
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THONET INDUSTRIES INC., DEPT. N19, ОМЕ PARK AVENUE, N.Y. 16, N. Y. 
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bentply...^7 MILLIRON'S 


New comfort for customers іп smartly-designed 
Thonet “Bentply” furniture which wears 

as beautifully as it appears. Write for 
illustrations and detailed information on 

and “Bentwood” furniture. 


Thonet “Bentply” 
Р!) 


CHICAGO * STATESVILLE, N. C. 


* SALES OFFICES: NEW YORK * 
TUM Ta ДЕ p s 
TN 


4 ком, 110/220 v. Revolving field with separate exciter. 
Powered with Wisconsin 2 cyl. engine. 


AC Stand-By Power 


Provide a KATOLIGHT light and power plant to provide current 
in case of power failure. 

Since 1928, KATOLIGHT AC Generators have been sent to all parts of 
the world. The capacities range from 500-25,000 watts on complete 
engine-driven plants. Alternators are available from 500 watts to 300 
kw. Nationally known engines, such as Chrysler, LeRoy, Hercules, Briggs- 
Stratton, and Wisconsin are used to powerize. 


Mechanical and electrical design is worked out bearing the desire to 
have generating plants that can be serviced by local electricians or garage 
mechanics. 


Write today for complete specifications. 


Kato Engineering Co. * Mankato, Minnesota 
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MADE OF 


ERGLAS 


as 


ШИ | Fıs 


OWENS- CORNING "FIBERGLAS CORPORATION 


in the New 
improved 


ROLL BLANKET PACKAGE 


• 25% longer roll, uniformly 
compressed. 

è Fewer packages to handle in less 
warehouse space. 

* Better vapor barrier of stronger 
tougher paper. 

ө Less fitting and cutting. 

ө Easier . . . faster to install. 

© No bags or cartons to discard. 


AND THREE OTHER 
HANDY FORMS 


POURING 
WOOL 


BLANKET 


UTILITY 
BAT 


*Reg. U. S. T. M. 
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Roddiscratt solid core МЕ veneered doors 


are engineered to take it 


WATERPROOF 


All vertical edges are sealed with 
hardwood edge strips — double 
sealed top and bottom. Cross band- 
ings and face veneers are glued to 
both sides of the kiln-dried core with 
phenolic resin glue — thus forming 
two completely waterproof glue films 
over the entire area of each face. 


FIRE RESISTANT 


Independent laboratory tests prove 
Roddiscraft Solid Core Doors have 
an exceptional resistance to fire, ex- 
ceeding the 40 minute test . . . some- 
thing to think about when specify- 
ing doors for hotels, schools, hospi- 
tals. 


SOUND RESISTANT 


The standard 13⁄4” Roddiscraft Solid 
Core Flush Door develops an average 
sound transmission loss of 30.9 deci- 
bels . . . only a little less than spe- 
cially constructed sound retardant 
doors of much greater cost. In most 
installations Roddiscraft Solid Core 
Doors reduce noise to a minimum. 


STANDARD THICKNESS FACE VENEERS* 


The thinner the face veneer, the less wood exposed 
outside the waterproof glue line. That's a self-evident 
fact — and that's why Roddiscraft Standard Thickness 
Face Veneers — *1/28” for most woods — retain their 
smooth beauty. Exposure tests show checking patterns 
become coarser and more conspicuous as the face 
thickness increases. Thin veneers also permit better 


Roddiscratt 


RODDIS PLYWOOD CORPORATION 
MARSHFIELD, WISCONSIN 


ARE PROVED THE BEST 


matching, are more resistant to abuse because of the 
tough hardwood cross banding to which they are in- 
separably bonded. 


Roddiscraft construction utilizes 1/10” thick hard- 
wood cross bandings . . . sure protection against core 
pattern showing through face veneers after finishing. 


NATIONWIDE Roddigcraft WAREHOUSE SERVICE 
Cambridge, Mass. е Charlotte, N. C. * Chicago, Ill. • Cincinnati, 
Ohio * Dallas, Texas * Detroit, Michigan * Houston, Texas * 
Kansas City, Kan. * New Hyde Park, L. I., N. Y. * Los Angeles, 
Calif. * Louisville, Ky. * Marshfield, Wis. € Milwaukee, Wis. ® 
New York, N. Y. е Port Newark, N. J. è Philadelphia, Pa. * 
St. Louis, Mo. * San Antonio, Texas * San Francisco, Calif. 
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DUT 
COMPLETE 


CREATIVE 
FREEDOM 


UNDERGROUND 
| Є Solves "курт 
crue: Xe] Seg Eon PIPING PROBLEMS 
which combines the advantages of beauty, 
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quality, price and ease of maintenance. It 
: 
Г, 
r. 
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When architects and contractors have difficult insulating 
problems in the conveyance of steam, hot water, or refrig- 
erants, they most often find the answer in DURANT INSU- 
for interiors or exteriors, plain surfaces or LATED PIPE. 


x 
=l 
1 
=] 
- 
= | 
= | 
- 
m 
decorative sculpture, in an unlimited range | Because the positive protection is always dependable and 
A 


can be tailor-made in units large or small, 


the non-porous asphalt is completely waterproof, D. I. P. will 
not lose efficiency with the passage of time. This long service 
dependability with its low maintenance costs adds to the 
over-all economy of DURANT installations, 


of ceramic colors...and its original richness 
can be retained indefinitely by simple soap- 
and-water washings. 


Construction detail, data, 
color samples, estimates, advice 
on preliminary sketches, will be 
jurnished promptly without charge. 
Send your inquiry today. 


If you do not have complete catalog information and engi- 
neering data on DURANT products and proc- 
esses, we will send them on request — or you 
can secure them through our representatives 
located in principal cities over the entire 
country. 


REG. О. S. PAT. OFF, 


ARAB EE - DURANT INSULATED PIPE COMPA 


Plants at Perth Amboy and South Amboy, N. J. 


1015 Runnymede St. East Palo Alto, California 


/ COUNTERFLOW 
L HEATING UNITS 


DELIVER UNIFORM, AIR-CONDITIONED WARMTH 
ECONOMICALLY WITH OIL-GAS-COAL 


@ certified Furnaces are made of heavy boiler plate steel. (No 
heavier steel used in any furnace.) Every Certified furnace body 
is electrically welded at all seams to make it leakproof. Furnace 
Cut-a-way front is permanently welded to main body to prevent gas leakage 
photo showing and cut installation costs. Easily changed filters remove dust, dirt 
Counterflow and pollen from the air. Large capacity blower with self-aligning 
Principles. bronze bearings is driven by rubber-mounted motor. This pro- 
vides efficient, trouble-free operation without noise or vibration. 
Attractive enameled cabinet takes up very little floor space. 


Certified Counterflow Heating Units are engineered for high 


Certified MAMMOTH efficiency. Large fuel savings are effected by pre-heating the cold 
Heating Units for schools, air in the heat saver before it is filtered and forced through the 
churches, factories, audi- main heating chamber. Manufactured in a full line of sizes from 
toriums, commercial build- 90,000 to 1,750,000 B.T.U.’s. 

ings. Six sizes ranging > fet: : È ж 

from 390,000 to over For more information about these high quality trouble-free 
1,750,000 B.T.U.'s. units, just mail the coupon below. 


—€—————ÁÓÁ— — M M Ü— ———Ó € & 
STAINLESS & STEEL PRODUCTS CO., 1000 Berry Ave., St.Paul4, Minn. | 
Send literature on the following Certified Counterflow Units: | 
C E RT i F | E Dn F Ш R N AC E C 0 OIL FIRED HEATING UNITS MAMMOTH STEEL FURNACES | 
" ө COAL FIRED HEATING UNITS [| CONVERSION OIL BURNERS | 
! GAS FIRED HEATING UNITS CONVERSION GAS BURNERS 
DIVISION OF | 
| NAME | 
STAINLESS & STEEL PRODUCTS CO. Fus | 
ADDRESS. | 
1000 BERRY AVENUE ө ST. PAUL 4, MINNESOTA Crry. ZoNE.— STATE | 
a aam amm ama кииз aa ao анин aa a анны анин алии e анине a өши орнын аа а a анла аа а Н J 
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13у, more than ever, employers need the 
most modern equipment to operate their offices 
efficiently. Use the UNDERWOOD ALL ELECTRIC 
TYPEWRITER . . . enabling your secretary to do 
more typing with less effort . . . as a foundation 


Watch your secretary speed up her typing . . . when she 
uses an Underwood All Electric. 

Finger travel, hand travel are minimized . . . with Electric 
Keyboard, Electric Shifting, Electric Line Spacing, Electric 
Tabulating, Electric Back Spacing and Electric Carriage 
Return. Now, ELECTRIC MARGINS have been added to 
simplify her work. 

You see, Electricity does the work . . . conserving time, and 


UNDERWOOD 


HU ГАС 
TYPEWRITER 


... Made by the 
Typewriter Leader 
of the World 


еа 
UNDERWOOD 
APTA] 


А АЫ 


Underwood Corporation 
One Park Ave., New York 16, N. Y. 
Gentlemen: 


Regarding the Underwood АП Electric Typewriter, I am 
interested in having the following: 


O Demonstration in my обсе оп....................... 
7 PARE Tn AME cepe P.M. 
© 1950 


C] Illustrated, descriptive literature. 
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IMPROVE OFFICE EFFICIENCY 


with SA Zece Typing... 


Your Secretary Saves Time and Effort 
... Produces Better-Looking Letters 


energy. Finger-Form Keys encourage natural typing rhythm. 
After a busy day, the Underwood All Electric leaves any 
secretary feeling fresh and relaxed. 

Better letters will be produced because . . . with electric 
control . . . even spacing between characters, perfect align- 
ment, and clear-cut uniform impressions are assured. And, 
as many carbon copies as you need . . . at a light finger touch. 

Economize with these advantages that speed up work. . . 
and save expensive retyping time and effort. Phone your 
local Underwood representative for a demonstration in your 
office on your own work . . . or mail the coupon. 


Underwood Corporation 


. . Adding Machines ... Accounting Machines... 
Carbon Paper .. . Ribbons and other Supplies 


New York 16, N. Y. 


Underwood Limited, Toronto 1, Canada 


Typewriters . 


One Park Avenue 


Sales and Service 
Everywhere 


СОАУ а od erum x atre Eo ER Ue adi dl st e epe Spoon 


PSH RE eas e rcfert esl ry N E PEE S ЛГА 
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YOU NAME IT! 


NEAT APPEARANCE — Attractive covers designed for 
the most pleasing effect, engineered for greatest heat 


output. 
@ "Flexibility" in instal- 
lation 

For homes, apartments 
For steam 

For hot water 


Ease of installation 


@eeeod 


Quick response to heat 
controls 


VULCAN 


(Combined radiant and conv ection) 


@ High safety factor 


@ Even distribution of 
heat 

@ High output require- 
ments 

@ For unusual water con- 
ditions 

@ Tight fin tube con- 
struction 


A beautiful, modern-looking installation plus smooth 
heating comfort. 


AND DEPENDABLE SERVICE, TOO 


Below, a complete list of Vulcan Representatives. 


Recognized 


authorities on the application of Vulcan Radiation, they offer every 
customer real engineering knowhow and service in the fields of 
residential, commercial and institutional heating. 


ur x v Xs 
Heacock & Co., Inc. 
Phe e N. M. 
Boyd Engineering Co. 
Amarillo, Texas 
Snook and Aderton 
Atlanta, Georgia 
John A. Dodd Co. 
Baltimore, Md. 
F. C. Clifford 
Birmingham, Ala. 
Virgil A. Smith 
Boston, Mass. 
R. Swaney Co. 
Bridgeport, Conn. 
R. Clement, Inc. 
Buffalo, NN. Y. 
Frank J. Weber & Assocs. 
Charlotte, N. C. 
Kirk Cousart & Assocs. 
Chicago, Ill. 
Roy O. Nelson Co. 
Cincinnati, Ohio 
Harry A. Pillen 
Cleveland, Ohio 
Tomlinson Steam Specialty Co. 
Corpus Christi, Texas 
J.R. Dowdell & Co. 
Dallas, Texas 
R. Dowdell & Co. 
Denver, Colo. 
Appleton Engineering Co. 
Des Moines, Iowa 
Fred E. Triggs 
Detroit, Mich. 
James A. Hughes 
El Paso, Texas 
Boyd Engineering Co. 
Houston, Texas 
J. R. Dowdell & Co. 
Indianapolis, Ind. 
Jackson Engineering Co. 


Complete information in Sweets’ 
Architectural File. 
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THE VULCAN RADIATOR CO. 
26 FRANCIS AVENUE, 


Jacksonville, Fla. 

John C. Pastor 
Kansas City, Mo. 

H. H. Wright Co. 
Knoxville, Tenn. 

Charles F. Sexton 
Los Angeles, Calif. 

Norman S. Wright & Co. 
Memphis, Tenn. 

W. K. Hornbuckle 
Milwaukee, Wis. 

Hamacher & Williams 
Minneapolis, Minn. 

Co. 

Missoula, Mont. 

W. M. Walterskirchen 
New Orleans, La. 

Devlin Brothers 
New York, N. Y. 

A. F. Hinrichsen, Inc. 
Omaha, Nebraska 

D. E. McCulley 
EE € Xo Pa. 

A. Cavanagh Co. 

ро Ра. 

Tutein Equipment Со. 
Portland, Oregon 

Norman S. Wright & Co. 
Richmond, Virginia 

Robert S. Lovelace 
Salt Lake City, Utah 

Midgley-Huber Co. 
San Francisco, Cal. 

Norman S. Wright & Co. 
Scranton, Pa. 

John P. Gilboy Co. 
Seattle, Wash. 

Norman S. Wright & Co. 
St. Louis, Mo 

Bruce L. Evans Co. 
Washington, D. C. 

James P. Mewshaw 


HARTFORD, CONN. 


шана 


г All 3 


| px 


SWEET'S FILE 
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STYLING 


| SOUND 
4 CONSTRUCTION 


MODERN 
| SELLEVISION 


— 


| STAINLESS STEEL 
L. ANODIZED ALUMINUM 


BRASCO Манн кеа. Со. 


HARVEY * (CHICAGO SUBURB) е ILLINOIS 


кы. шшш: 


THE CEILING 


rr 


“NOISE TRAPS” 


Send for Free, Fascinating Brochure: 
Tells youabout Fibretone*, the acoustical 
ceiling, and how its thousands of scien- 
tifically-designed noise traps help elimi- 
nate unwanted noise—in offices, restau- 
rants, banks, schools, factories, and recre- 
ation centers. Write Johns-Manville, 


Dept. AR12, Box 290, New York 16, N. Y. 


Johns-Manville 


FIBRETONE 
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*Reg. U. S. Pat. Off. 
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JM, 


PRODUCTS 


Only 


KSE: RIGOR RES offers all the subtle shadings of Natural Cork 


Now you can specify the 
beauty and durability of 
Kencork for any installa- 
tion. New 3/16" gauge 
Kencork is now priced 
lower to meet any building 
budget. And, don't overlook 
the new trend in housing, 
Kencork for walls, too. 


KENCORK'S BEAUTY IS NATURE'S BEAUTY! Only Nature could plan 
the fascinating variances in the rich nut-brown tones of a Kencork 
Floor. Each Kencork tile is all pure cork...and only pure cork...com- 
pressed under tremendous heat and pressure, yet retaining all of its 
natural resiliency. Only Kencork spares no expense to bring each tile to 
perfection. Because no artificial binders 
are used, longer baking is necessary. 
Yet, even though this process is more 
expensive, Kencork costs no more. 
Your clients will prefer the natural, 
random beauty of a Kencork Floor. 
Be sure you insure their satisfaction 
by insisting on Kencork, the only cork 
floor that meets every client's demand 


for beauty and proven durability. 


DAVID E. KENNEDY, INC., 58 SECOND AVENUE, BROOKLYN 15, N. Y. 
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| Cut-a-way 
» ^ view of 
AIRFOIL 
louver 
showing 
special 
concealed 
bearing 
support. 


AIR CONDITIONING OUTLETS 


@ The AIRFOIL SPECIAL, 
PATENTED BEARING SUP- 
PORT is the newest . . . most revo- 
lutionary advance in air conditioning 
outlet design. Note how this cylinder 
is securely fastened in the interior 
of the solid section AIRFOIL 
louver . . . concealed . . . hardly 
breaking the smooth, streamlined 
contour of the louver. It allows 
quick, easy adjustment of the 
louver—permits AIRFOIL grilles 
to be custom-built TO ANY DE- 
SIRED LENGTH OR WIDTH 
WITH NO MULLIONS, NO 
UGLY BUTTED CONSTRUC- 
TION. 


PRIME FEATURES GIVE MAXIMUM PERFORM- 
ANCE PLUS MORE VALUE PER DOLLAR 


e EXTRA WIDE BEVELED BORDER 
SMOOTH—MITERED CORNERS 
ATTRACTIVE, EXTRA-DURABLE FINISH 
COUNTERSUNK SCREW HOLES 
UNIFORM LOUVER TENSION 


Remember— precision-manufac- 
tured AIRFOIL grilles work right 
from the very first —assure lasting 
customer satisfaction. 


END VIEW OF 
CONCEALED BEARING SUPPORT 


Louver rotates on cylinder 
bearing points. 


= 


SIDE VIEW OF 
CONCEALED BEARING SUPPORT 
Rounded surface maintains 


valuable streamlining. 


Note how streamlined AIR- 
FOIL Louver knifes air in 
wind tunnel tests. No noise, 
turbulence. 


Send for complete illustrated literature. Check box for 

special additional information. 

0 Air conditioning outlets 

0 Return air grilles and 
registers 

O Volume controllers 


0 Perforated metal and 
ornamental grilles 

О Door ventilators 

О Special made-to-order 
grilles 


TITUS MANUFACTURING CORP., WATERLOO, IOWA 


Г] Rush complete catalog Г] Send literature on 
above checked items 


NAME 
ADDRESS 


DERUTU 
VERSATILITY 


STRENGTH 


Sash No. 58—With 
Sill Section No. 80 


For strength with beauty, durabil- 
ity with modernity—specify Natcor 
Fully Extruded Alumilited Alumi- 
num Moldings, the increasingly 
popular Natcor Moldings that have 
won acceptance all over the world. 
Send for full or J2 size details. 


ACO Store Fron 


NOW IN TAUNTON, MASSACHUSETTS 


CITY. 
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HERWIG 


THE WORLD'S LARGEST 
LINE OF CAST METAL 


_, Ornamental Lighting Fixtures 


7 (ЇЇ 


BRONZE 
ALUMINUM 


250 
EXTERIOR— 
INTERIOR 
DESIGNS ў = 


send tor CATALOG-50 today 


THE HERWIG COMPANY 


1757 Sedgwick St. ө Chicago 14, Illinois 
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Permatiector 


e. 
PITTSBURGH PERMAFLECTOR LIGHTING EQUIPMENT 


A PERMAFLECTOR PORTRAIT ( 
is "standard equipment" in offices, public buildings, and plants throughout 


The Levinson Steel Co. 


Elk Pye sin Pa. ` the country. Pittsburgh Permaflector Fluorescent and Incandescent Units, or a 
an A. Avner, Architect pirs . » nA 
D. Levinson, Elec. Contr. combination of both, are designed to create exactly the illuminating 


results required for high level working efficiency and visual and manual acuity. 
Too, unusual and dramatic lighting designs are easily achieved when 
Pittsburgh Permaflector Equipment is installed. Our lighting engineers will gladly 
work with you on your individual problems. 


IF YOU TOO, WANT TO 
PUT "LIGHT TO WORK" 


Send for the booklet "Planned 
Lighting For Modern Offices''. 
ES д» pan: nad n how 
‹ others have putPittsburgh Perma- 
402: OLIVER BUILDING * PITTSBURGH 22, PENNSYLVANIA flector Equipment to wok ‘in 


MANUFACTURER OF FLUORESCENT & INCANDESCENT LIGHTING EQUIPMENT their offices. 
Permaflector Lighting Engineers in All Principal Cities 


PITTSBURGH PERMAFLECTOR LIGHTING EQUIPMENT IS DISTRIBUTED BY BETTER ELECTRICAL WHOLESALERS EVERYWHERE 


Tables and 
benches for | 
200 сап Ье | 
rolled down | 
from wall in 
8 minutes. 


Complete conversion activities room to 
lunchroom without interrupting schedule 


Modern thinking in school design dictates multiple use of 
space. IN-WALL units eliminate the need of separate 
lunchrooms, seat more students in less space, contribute 
to better lunch hour discipline. 


Already 85% of all leading school 
architects specify IN-W ALL equipment. 


а-ал 


SCHIEBER MANUFACTURING CO. 
12728 Burt Road 


FOLDING Detroit 23, Michigan 
TABLES Gentlemen: 
AND Please forward your new catalog 50-A. 


BENCHES 
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There's Nothing Else Like It! 


Because... 


TRAC-LES-DOR UNIT 
for 
RECESSED DOORS 

Gives You... 


е SILENT, TROUBLE-FREE 
OPERATION 
—using simple rotary gears in- 
stead of the usual noisy, compli- 
cated track-and-roller setup. No 
rattle, no binding. 


EASY ACCESSIBILITY 

—door and hardware may be 
easily removed without tearing 
down wall. 


* LOWER INSTALLATION COST 
—saves up to 6096 of usual in- 
stallation costs. 


© LIFETIME GUARANTEE 


FEATHER FLOTE TRAC-LES-DOR UNIT is distributed as a complete packaged unit 


— frame and hardware . . . Fits in 2x4 flush stud wall, plaster or dry wall construc- 
Поп... Fits doors 2'0" to 3'0" wide, 6'6” to 7'0" high, and 1%” or 134" thick. 


For Name of Nearest Distributor Write 


FEATHER FLOTE 


1709 W. 8th St. Los Angeles 17, California 


A CUTLER MAIL CHUTE 
should be specified for 
every eligible office build- 
ing, public building, hotel, 
apartment and hospital. 


Cutler Mail Chute Equip- 
ment is also being installed 
in dormitory, administra- 
tion and classroom build- 
ings for many schools. 


Design 5162 


Catalog in Sweet’s 
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COLD SPOTS? 


A favorite for general space heating and eliminating "cold spots” 
in large areas is the Young Type "SH" horizontal discharge 

unit heater. These non-ferrous-core units deliver maximum heat 
transfer ... use quiet and efficient fans. Available in 14 sizes, with 
capacities ranging from 19,000 to 325,000 Btu per hour. 


Young ''SH'' 
Unit Heater 


Patented "Vertiflow" design offers a rugged, compact, 

highly efficient unit with low hp requirement. Its exclusive motor 
“ventilation” feature eliminates burn-outs from core heat. 
Seven sizes range from 52,600 to 552,000 Btu per hour, 

and cover larger areas quicker, with fewer units. Diffusers, nozzles, 
and Anemostats provide any heat pattern desired. 


Young ''Vertiflow'' 
Unit Heater 


B — DRAFTY AREAS? 


Here's the ideal heating unit for lobbies, vestibules, 
auditoriums, etc. . . . wherever concentrated heating 
capacities are required and a compact, attractive 

exterior design is necessary. They are available in 3 sizes of 
each of 3 styles offering heating capacities ranging 

from 26,200 to 115,000 Btu per hour. 


Young Cabinet 
Unit Heater 


THIS COUPON 


YOUNG 


Heating, Cooling, Air 


Heat Transfer Products 
for Automotive and In- Conditioning Products 
dustrial Applications. for Homeand Industry. 


o 
Reg. О, S. Pat, Off. 


YOUNG RADIATOR COMPANY 
Dept. 610-M, RACINE, WISCONSIN 


Plants at Racine, Wisconsin and Mattoon, Illinois 
Soles and Engineering Offices in All Principal Cities 
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YOUNG v = 


RADIATOR CO. 
BRINGS FULL DEPT. 610-M, 
RACINE, WIS. 
DETAILS Rush me information on the following Young | 
Unit Heaters: 
ON THREE O "sH" О ‘'Vertiflow''  [] Cabinet ў 
SOLUTIONS 
Name. : i 
TO HEATING Company. 
DIFFICULTIES Address i 
City. Zone. State. T 


AM LI. 


E e. em „ма a f A 
SPECIFY 0022282272 FOLD-A-WAY 
GYMNASIUM STANDS 


Custom built to fit individual requirements, Universal Fold-- 
A-Way Stands provide all the advantages of permanent 
installations at much lower costs ...and when not in use, 
they may be folded away, leaving spacious additional areas 
for practice courts, physical education and other activities. 
For example, the 10-row stands illustrated above occupy 
17' 6" depth when in use, but fold back to a depth of only 
3' 8". That means nearly 807; of the seating space can be 
converted into usable floor space whenever needed! Scien- 
tifically designed for the utmost in safety, strength, and 
adaptability, Universal Folding Stands are compact, yet 
roomy and comfortable . . . afford perfect visibility . . . pro- 
vide ample space for folding chair storage, too. Complete 
catalog and descriptive literature free on request. Write today. 


BLEACHER COMPANY 


606 SOUTH NEIL STREET * CHAMPAIGN, ILLINOIS 
Bleacher Experts for Over 30 Years 
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Sanitary Drinking Fountains 


Always specify 


TAWS 


for Highest 
Quality 


Electric Water Coolers 


Drinking Faucets, Equipment, 


Filters and Accessories 


* A reputation for reliability 
since 1909. Check in Sweets 
or write for HAWS catalog. 


HAWS DRINKING FAUCET CO. 


1441 FOURTH STREET (Since 1909) BERKELEY 10, CALIFORNIA 
Agents and Sales Representatives in All Principal Cities 


SYLVAN BIEN, Architect 


ALUMILINE 


makes “light” of modernization problems 
with Alumilited products that assure 


BEAUTY — STRENGTH - DURABILITY 


1. Extruded Aluminum Store Front Mouldings featuring extra 
heavy construction. 

2. Extrud-a-line Factory Assembled Entrances and Narrow Stile 
Hollow Metal Doors, furnished in Alumilited Aluminum or 
Bronze. 

3. Alumilited Aluminum Flat Sheets. 

4. Custom Built Entrances and Doors to meet any condition. 


5. Standard Stock Units for quick, easy installation. 
560 our 
CATALOG 


SWEET'S FILE 
ARCHITECTURAL 


Our Alumilited Aluminum Corrosion Resistant Finish greatly en- 
hances appearance, and helps protect from scratches and marring. 

Send for А.1.А. Building Products Literature Competition award- 
winning catalogue: “Construction Details and Selector Guide — 
Alumiline Store Fronts.” 


THE ALUMILINE CORPORATION 


339 ELDERT STREET BROOKLYN 27, N. Y. 
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 "TRUSCON' 


INTERIOR [ 
. DOORS .. 


• 
. 
WII PE. 


The lasting beauty of Truscon Residential Doors Truscon Sliding Closet Doors provide greater availability 
will grace any home. of storage and room space. 


long 002402 service... 


New progress in steel 


... new opportunities for extra quality at lower cost! 

Truscon Residential Steel Interior Doors and Frames are 
attractive in design. Handsomely modern in appearance. Precision 
engineered and manufactured, these doors assure smooth, quiet and trouble- 
free operation. Outstanding economy of labor and material for installation 
is a major feature. Steel construction protects against warping, shrinking or 
sagging during the life of the structure. Efficiency of space and operating 
convenience are special advantages of the sliding closet doors. Truscon 
Residential Interior Doors are steel... are strong...are sensible. 
Write for the new Residential door catalogue giving 
complete range of sizes and full details. 


$us" Ө Ө ө ө ө ө ө ө ө ө е о ө ө ө ө ө ө 


Doors . . . Bank Vault Reinforcing . . . Radio Towers . . . Bridge Floors. Warehouses and sales offices in principal cities 


i. ee Steel Company Manufactures a Complete Line of Steel Windows AY : E 
® - and Mechanical Operators . . . Steel Joists . . . Metal Lath . . . Steel- Subsidiary. of Republic steel Corporation 
А deck Roofs . . . Reinforcing Steel . . . Industrial and Hangar Steel YOUNGSTOWN 1, OHIO 


DECEMBER 1950 


\ © FREE Book on Truscon "O-T"' Steel Joists. Write for it. The Truscon T R U S C о N STEEL COMPANY 
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_.. from the beautiful, original lacework 


— of historic OLD NEW ORLEANS 
uu j WE PRESENT A COMPLETE PICTORIAL CATALOG OF 


ORNAMENTAL 


we, CAST IRONWORK 
тч 38 
~ me Every known pattern to be found among historic 


Br Vieux Carre (New Orleans) buildings and ante- 


sif bellum homes are faithfully reproduced by 
s y. LORIO master craftsmen...cast in the finest 
| VB quality iron obtainable. 


LORIO IRONWORK. installations can be seen 


Send for this handsome NEW 48-PAGE CATALOG on homes, hospitals, university buildings, doctors' 


Available, for the asking, to architects and builders who 


тыатын inis clinics and other types of buildings...in the very 
@ AUTHENTIC HISTORIC PATTERNS finest of modern or traditional architectural taste. 
@ CREATIVE REPRODUCTIONS OF NEW DESIGNS 
@ HIGHEST QUALITY OF MATERIALS AND WORKMANSHIP WE OFFER A COMPLETE SERVICE IN 
@ EXCELLENCE IN ARCHITECTURAL TASTE 
All of the famous New Orleans designs and many new PRODUCING CUSTOM-MADE PATTERNS 
ones are illustrated in this 1950 Lorio Catalog. And FROM YOUR OWN DESIGNS ... OR 
beautiful, large, photographic reproductions of various 
installations throughout the United States are shown. SPECIAL CASTINGS OF ANY KIND. 


LORIO.IRON WORKS 


738-756 South Gayoso Street e New Orleans 19, Louisiana 


SPANJER METAL LETTERS 


For dignified identification signs 
specify one of the many authentic 
letter designs by Spanjer. Styled 
for any architectural treatment and 
manufactured in a variety of metals 
and finishes, Spanjer letters have 
been a quality product since 1896. 
Get our 20 page catalog for com- 
plete information. Use coupon 
without obligation. 


PECIFIED FOR THE qm 
SAVING FUND SOCIETY BUILDING 


STANDARD ELECTRIC TIMING SYSTEM 


Fire Station Installation, Jacinto City, Texas 


Frank J. Metyko, 
Arch.-Engr. 
Houston, Texas 


Naturally enough. a complete STANDARD Electric 
system governs the broad range of activities in Philadel- 
phia's great Western Saving Fund Society Building. 
Harberson, Hough, Livingston & Larson, of Philadelphia, 
| architects for the Western Saving Fund Building, specified 
STANDARD Electric. Architects everywhere recognize 
z МЕНЕ. Л ier the dependability of STANDARD engineered timing and 
б иш жа ша ин иш ши ши иш ши шн иш ин ип ки ки кы Span 
метай signalling systems for schools, hospitals, public buildings, 
SPANJER BROTHERS, INCORPORATED umen 


1158 North Howe Street, Chicago x P tame 
267 Mt. Pleasant Ave., Newark 4, 


Please send me, without obligation, your is page catalog. 


business and industry. 
Nome 
Address 


Кес 


Gy oe see | THE STANDARD ELECTRIC TIME CO. 


SE ere ee ee es | 81 LOGAN STREET SPRINGFIELD, MASSACHUSETTS 
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ANN [Johnny rally likes likes school now!” 


qit 
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Steel pipe is first choice for radiant heated schools 


It's a good thing Shakespeare didn't live in our day for he 
would have had to revise those familiar lines about the school 
boy . . . “creeping like snail, unwillingly to school!" Our mil- 
lions of grand American kids really like school now! 

And why shouldn't they? Americans believe firmly in the 
right of every youngster to get a good start in life! As a result 
our schools not only stimulate young minds but provide every 
comíort that science can devise and money can buy to make 
learning enjoyable, healthful and comfortable. 

Good lighting, ventilation, and heating are “musts” in 
America's modern schools. In the newest ones even the ad- 
vantages of radiant heating are included. And because "the 
best is none too good” steel pipe is first choice for these radiant 
installations. 

There are many reasons why! Steel pipe has been proved in 
more than 60 years' service in conventional hot water heating 
systems and, in addition, meets the specific piping requirements 


s i = : е - Modern schools like this new Acalanes Union High 
of radiant installations in every particular . . . from economical School, Lafayette, California, use steel pipe in floor 
first cost to complete mechanical adaptability! panel radiant heating installations. 


COMMITTEE ON STEEL PIPE RESEARCH 


AMERICAN IRON AND STEEL INSTITUTE 
350 Fifth Avenue, New York 1, N. Y. 
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MANUFACTURERS' PRE-FILED CATALOGS 
Symbols "a", "b", and "e" indicate that catalogs 


| N D E Х Т О А D V E R T | S E M E N T S d [Поп че marked are available in Sweet's Files 


a Accurate Metal Weatherstrip Co., Inc....... 18 
abe Adam, Frank Electric Co............ 39 
Aerofin Corporation...... 246 

Air Devices, Inc. ..... 19 
Alan Wood Steel Co. 32 

a Alberene Stone Corp.. x 166 

a Allen W. D. Manvfacturing Co.. 210 
abe Allied Chemical & Dye Corp.. T 80 
a Alumiline Согрога!оп.................... 266 
abe Aluminum Window Manufacturers Assn. ..78-79 
a American Air Filter Co., Їпс............... 6-7 
ae American Abrasive Metals Co.. 172 
a American Brass Company..... 59 
American Hardware Corporation. 211 

ab American-Olean Tile Со.................. 201 
American Radiator & Standard Sanitary Corp. 86-87 

a American Seating Company .. Dannii ЖЭШ 
American Steel & Wire Co........ 171 

ae American Structural Products Co..... 47 
ab American Telephone & Telegraph Co. 58 
ab American Welding & Mfg. Co........ 21 
a Anemostat Corp. of America. ta E 
Architectural Record ......... ..228-229 

Art Metal Company .......... wae 225 

ab Associated Plywood Mills, Inc............. 88 
ae Barber-Colman Со..................... 204-248 
abe Barrett Division........ cose M 
ab Bell Telephone System.. «x 58 
a Bethlehem Steel Co... .70-195 
Better Rooms Competition we 207 
Bigelow Rugs & Carpets.. 40 


abe Blue Ridge Sales Division 


Books... osse ае 

а Brasco Manufacturing Со................. 260 
Briggs Manufacturing C 33 
ab Bruce, E. L. Co...... 67 
Buensod-Stacey Inc 234 
BullDog Electric Products Co. 93 
Burnham Corporation...... 238 
ae Burt Mfg. Co...... .. 244 
Буш, А; М: Qoi eie uURER ORTA Es 4 
a Cambridge Tile Mfg. Co.......... 41 
Cannon Electric Development Co.. 216 
ae Carrier Corporation. .......... 52 
ab Ceco Steel Products Corp.. 169 
a Century Lighting Inc...... 236 
Certain-teed Products Corp.. 213 
Certified Furnace Co. .... 258 
Chicago Tribune...... 207 
Cipco Corporation................ 206 
Committee on Steel Pipe Research. . 269 
a Concrete Reinforcing Steel Institute . . 241 
a Congoleum-Nairn Inc. 74-75 
Connor, W. B. Engineering Corp. 253 
Corbin P & F Division......... 211 
a Corning Glass Works. 203 
b Crane Co. ж 84 
Crucible Steel Co. of America. . 45 
a Cutler Mail Chute Со..................... 264 
a Dalmo-Continental, Іпс................... 208 
a Day-Brite Lighting, Inc.. 50 
abe Detroit Steel Products Co.. 205 
Dicks-Pontius Co......... 168 
Dodge, F. W. Corporation. nM 232 
a Douglas Fir Plywood Association. . 82-83 
Dravo Согрогаіоп................ 226 
Du Pont, E. 1. de Nemours & Co.. ..94-95 
Durant Insulated Pipe Со.................. 258 
Eastman Kodak Company. . 43 
Edwards Company, Inc... 64 
Electric Storage Battery Co.. 54 
Employment Opportunities......... 248 
Enterprise Engine & Machinery Co.......... 240 

ЧӨӨ FIOR РЕР ejnt aisisisrwsre 


Federal Seaboard Terra Cotta Corp.. 
a Fitzgibbons Boiler Company 
abe Flintkote Со................. 


a General Electric Co., Wiring............... 

a General Portland Cement Co.. 
Globe Automatic Sprinkler Co.. 

ae Globe Hoist Со............... 
Glynn-Johnson Corporation. . 

a Goodrich, B. F. Company..... 
Governair Corporation... 

abe Great Lakes Steel Corp.. te 
Guth, Edwin F. Company................. 
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a—Sweet's File, Architectural, 1950 
b—Sweet's File for Builders, 1950 
e—Sweet's File, Engineering, 1950 


Hager, C. & Sons Hinge Mfg. Со........... 81 abe Pittsburgh Plate Glass Со............. 36-37-249 
ae Hauserman, E. F. Co............ . 65 a Pittsburgh Reflector Со.................... 263 
a Haws Drinking Faucet Co......... asa 266 abe Pittsburgh Steel Products Co... .. 185 
Hayes Furnace Mfg. & Supply Co.. 90 a Portland Cement Association. 2 
a Haynes Products Co.. 252 Powers Regulator Co.. 2- 
ab Heatilator, Іпс.............. 237 a Pryne & Co., Inc........ vis 77 
ae Hendrick Manvfacturing Co.. 236 ae Pyle-National Сотрапу.................. 251 
a Herwig Company........... 262 
Higgins Inc.......... 48 
a Hillyard Chemical Co. 90 ? А Е 
на me Company n M! Reuse эшнен ны у ки 190 
«tne 122 a Republic Steel Согр........ 42-267 
a Horn Brothers Co........ 182 abe pete bag asd S Prass, Inc.. as ре 
House & Сагаеп..,.............. 230 яә күпө ORENSE авья sa 
abe Hunter Fan & Ventilating Co., Inc.. 216 ab Richmond Radiator Co * 69 
ae Ric-wil Со.................. 35 
a Rilco Laminated Products Inc.. T Ee 
a Rixson Oscar C. Сотрапу................ B 
a Imperial Brass Mfg. Co. 14 a Roberts Company..... . 61 
Infra Insulation, Inc.... 13 ae Robertson, H. H. Co... 72 
ae Inland Steel Company . 220 a Roddis Plywood Corpoi .. 257 
ab Insulite Division ae Rust-Oleum Согр......................... 89 
LLL TERRIER AI ELI оза 
ae International-Van Kannel Revolving Doors. 
Samson Cordage Могкѕ.................. 240 
a farce Produch Co., Inc. os KA. 
a Jackson & Church Со.................. a schieber Mfg. Со.......... E 
a Jamestown Metal Corp. a Schlage Lock Company.. «« 193 
Jenkins Bros.. ir ae Ped Kaper сөреп, m e 235 
hnsM ч A ae Security Fire Door Co...... as 
vee lon Bancfes uring...... een a Sedgwick Machine Works. . 186 
Servicised Products Corp. 242 
ae Sloan Valve Co...... ree 
a Smith, H. B. Co., Inc. .... 2 
Kato Engineering Со...................... 256 Soss Manufacturing Co.. 252 
a Kennedy, David E., Inc....... " 261 Spanjer Brothers Inc... 268 
Kent-Moore Organization, Inc.. ... 236 Square D Company........ 179 
Kinetic Chemicals Division.... .. -94-95 Stainless & Steel Products Co. 258 
Kohler Co........... e. 235 Standard Electric Time Со... 268 
ab Kwikset Locks, Їпс........ 5+.» ээ nne 8 a Stanley Works. 184 
a Steel & Tube Di 42 
abe Stran Steel Division .... se A 
a Symmons Engineering Со................. 92 
а LCN Closers, Inc. ............ Sem 96 
abe Libbey-Owens-Ford Glass Co.. .177-199 
Lit trol C. ИШ ыз өздө, sse 227 
Lone Siar Gament Carp. 1 Thonet Industries. . 256 
Lorio ІгопМогкѕ............... 268 abe Tile-Tex Division..... 183 
ab Louisville Cement Company, Inc. 2e. 49 ae eet Inc.. 2 
ici Celadon Со..................... 7 Mus 9. Corp..... 
a Ludowici Celadon so 9: a Tremco Mfg. Co 250 
a Trinity Portland Cement Division. . 254 
ae Trumbull Electric Mfg. Co........ 044 
a Macomber Іпсогрогаїеа.................. 173 abe Truscon Steel Сотрапу................... 267 
ae Mahon, R. C. Сотрапу.............. 29 
ae Maple Flooring Manufacturers Assoc.. 271 
a Marble Institute of America, Inc. 239 Und ас ti 
ab Marsh Wall Products Inc... 217 DONE EI AS геше 
nited States Air Conditioning Corp........ 24 
Masland Duraleather Co... 85 H 
а Medart, Fred Products, Inc 55 ab United States Plywood Corp....... .214-245 
f ВУ а United States Quarry Tile Co. sav; О 
"^ Meniti-Chapman à Scott Corp. 23 ве United States Corp. Subsid 68-171 
а Universal as Cement Co.. 
abe Masker eia yl a — ac a Universal Bleacher Company. 266 
; Ki Universal Corporation........ vs 4 
ae Mills Сотрапу................... 25 а 
Minneapolis-Honeywell Regulator Со....... 98 a Uvalde Rock Asphalt Со.................. 194 
ab Minnesota & Ontario Paper Co...... +. 256 
ae Modine Mfg Co.. — 215 
ae Moore, P. O., Inc............ +» 246 a Van Range, John Со...................... 172 
Morrison Steel Products, Inc. .. 252 о Vermont Marble Company. .. 244 
Multi-Clean Products, Їпс.................. 187 a Vonnegut Hardware Co..... za 234 
a Vulcan Radiator Со...................... 260 
a Nactor Store Ёгопіѕ....................... 262 
ae National Electric Products Corp 63 ae Wakefield, Р. W. Brass Со................. 181 
a National Gysum Company.. 162 Wallace, William Company. .. 202 
abe National Steel Corporation......... 27 ab Waylite Со................ es. 196 
a National Terrazzo & Mosaic Assoc.. .. 242 ae Webster, Warren & Co... ..164-165 
ae Nelson, Herman Division.......... e 6-7 a Weis Henry Mfg. Co., Inc.. 192 
a Neo-Ray Products Inc...... vs QS a Werner, К. D. Co., Inc............... 244 
а New Castle Ргодисіѕ..................... 91 West Dodd Lightning Conductor Corp....... 248 
ab Westinghouse Electric Corp...... 46-167-197-214 
a boten citi десне Corp.—Elevator Div.. 31 
" Weyerhaeuser Sales Со................... 38 
teat... зто Wood Window Information Service. з. 178 
ê ^ Wurlitzer, Rudolph Company.............. 246 
ae Overly Manvfacturing Co....... 233 
ae Owens-Corning Fiberglas Corp.. к 60 
ae Owens-Illinois Glass Company.......... 47-189 
Yorke Shiplay.. ci +» enema = ma ro iw 209 
a Young Radiator Со....................... 265 
a Parkwood Corporation 254 
Paulding, John I., Inc.. » 92 
ae Peelle Сотрапу......................... 7 abe Zonolite Сотрапу....................... 238 
. . . . . . . P . . . . . . . . . . . . . 
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Floor of 3342 x 14-inch Second 
Grade Northern Hard Maple in 
auditorium-gymnasium, Squantum 
School, Quincy, Mass. Architects: 
Coletti Bros., Boston. 


NORTHERN HARD MAPLE FLOORS 


€ Each new maple school floor makes this fact plainer: MFMA Northern 
Hard Maple is ‘“‘the finest school floor that grows.’’ Consider the reasons, 
as you plan your new school facilities: 


See Sweet's 
Northern Hard Maple's brightness aids illumination, adds cheerfulness. Full dimensional and speci- 
Its resilience and non-splintering toughness fight heavy impact and the fication data for laying and 
scuffs and scars of millions of heedless footfalls. Its precise MFMA dimen- br dier M alee dd 
sioning and slight expansion-contraction factor minimize dirt-collecting patterned designs, with the 
crevices, for easy, effective sweeping. Its proved wear-resistance cuts upkeep grading rules, in Sweet's, 


costs— "there's always a new floor underneath'' for easy refinishing. coming ЖЕП. 135-7; Engi- 


You get extra economies, too, at no Sacrifice of beauty or wear, by use of MAPLE FLOORING 
MFMA Second, Second-and-Better or, in some areas, Third Grade. The popular, MANUFACTURERS ASSOCIATION 
narrower (11-inch) face width, pictured above, is again widely available. Suite 563, Pure Oil Building 


е : В N Е 2 35 East Wacker Drive 
A special folder, discussing the advantages of this width, is free. Write— CHICAGO 1, ILL. 
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BTS—Building Types Study • AE—Architectural Engineering section • TSS—Time-Saver Standards 


A 


Abrams, Edmund C. See Rothwell, Guy N. 

Acoustics. See “Architectural Acoustics." 

Ade & Todd, archts. Rush-Henrietta Central 
School, Monroe County, N. Y. — BTS — 
Oct., p. 174. 

Administration Building, University of Ha- 
waii. Fisk, Johnson, Ossipoff & Preis, 
archts. — Architecture in Hawaii, Part I 
— Oct., pp. 108-111. 

Ain, Gregory, archt. Exhibition House, Mu- 
seum of Modern Art, New York City. 
Joseph Johnson and Alfred Day collaborat- 
ing — July, pp. 91-95. 

Air Conditioning. See “Water Saving De- 
vices for Air Conditioning." 

“All Purpose Military Shelter." Article by 
Hugh Johnson Associates, archts., and 
Paul Weidlinger, Structural Consultant — 

E — Aug., pp. 154-157, 220. 

Andover, Mass. House. Bernard Kessler, 
archt. — BTS — Nov., pp. 133-137. 

Andry & Feitel, archts. Rosary Clinic, de 
Paul Sanitarium, New Orleans, La.— 
BTS — Oct., pp. 150-153. 

Anoka State Hospital Receiving Building, 
Anoka, Minn. Magney, Tusler & Setter, 
archts. — BTS — Oct., pp. 128-129. 

APARTMENTS. Building Types Study No. 
165 — Sept., pp. 122-147. 

Apartments: Crestview Apartments, Wash- 
ington, D. C. — BTS — Sept., pp. 146- 
147; El-Kay Apartments, Westwood, Los 
Angeles — BTS — Sept., pp. 124-127; 
Fordham Hill Apartments, Bronx, N. Y. — 
BTS — Sept., pp. 132-135; Iolani School 
Faculty Housing, Hawaii — Architecture 
in Hawaii, Part II — Nov., p. 125; Lunt- 
Lake Apartments, Chicago — BTS — 
Sept., pp. 142-145. See also “Each Apart- 
ment Has a Furnace." 

* Apartments Beyond Tomorrow." Article by 
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Richard J. Neutra, archt. — BTS — Sept., 
p. 127. 
Apperson Street School, Los Angeles. May- 
nard Lyndon, archt. — July, pp. 100-103. 
* Architectural Acoustics." Article 3 of a 
series by Richard H. Bolt and Robert B. 
Newman. Part One: “Good Hearing Con- 
ditions” — AE — Sept., pp. 148-151, 216, 
218, 220; Part Two: “ Reverberation? — 
AE — Nov., pp. 158-160, 220, 222, 224. 
Architects’ own houses. Olindo Grossi House, 
suburban New York — BTS — Nov., pp. 
148-151; Carl A. Strauss House, Cincin- 
nati — BTS — Nov., pp. 141-144. 
Architecture in Hawaii, Part I — Oct., pp. 
106-122. Part II — Nov. pp., 113-130. 
Art Building, Boliou Hall, Carleton College, 
Northfield, Minn. Magney, Tusler & Set- 
ter, archts. — Nov., pp. 102-107. 
Atchison and Kloverstrom, archts. Colorado 
Schools — BTS — Oct.: Aurora High 
School, p. 164; A. H. Dunn Elementary 
School, Fort Collins, pp. 159-161; Moffat 
County High School, Craig, pp. 168-169; 
North Littleton Elementary School, pp. 
165-166; Orchard Avenue Elementary 
School, Grand Junction, pp. 162-163; 
Rocky Ford Elementary Schools, p. 167. 
Auditorium for Playground. See Wilson; 
John H., Playground Auditorium. 
Aurora High School, Aurora, Colo. Atchison 
and Kloverstrom, archts. — BTS — Oct., 


p. 164. 

Austin Co., The, engrs. Sinclair Refining Co. 
Research and Development Laboratory, 
Harvey, Ill. — BTS — July, p. 106. 


Bain, Overturf, Turner & Assoc., archts. Dr. 
and Mrs. R. L. Glase Residence, Seattle, 
Wash. — Sept., pp. 116-119. 


Banks. See Office Buildings; Drive-Ins. 

Bauer, Edwin I., archt. Holy Trinity Church, 
Honolulu. — Architecture in Hawaii, Part 
II — Nov., p. 124. 

Beams, Tile-Concrete. See “Tile Concrete 
Beams for Floors and Roofs in Small 
Buildings.” 

Belluschi, Pietro. Treatment Building for 
Oregon State Hospital, Salem, Ore. — 
BTS — Oct., pp. 130-135. 

Benenson, Lawrence A. Article: “Water 
Saving Devices for Air Conditioning” — 
AE — Aug., pp. 158-160, 222. 

Berla & Abel, archts. Crestview Apartments, 
Washington, D. C. — BTS — Sept, pp. 
146-147. 

Bethlehem Steel Co. Home Office Building, 
Bethlehem, Pa. McKim, Mead & White, 
archts. Article, “Remodeling” — Aug., 
pp. 117-119. 

Beverly Hills, Calif., House. Paul Laszlo, 
archt. Mr. and Mrs. Axel Zacho, owners — 
BTS — Nov., pp. 152-154. 

Bibliography of Standard Codes and Specifi- 
cations: 1, 2, 3. By William Henry Deacy, 
archt. — AE — TSS — Aug., pp. 165, 167; 
4: Sept., p. 156; 5: Dec., p. 163. 

Boliou Hall, Carleton College Art Building, 
Northfield, Minn. Magney, Tusler & Set- 
ter, archts. — Nov., pp. 102-107. 

Bolt, Richard H., and Newman, Robert B. 
Article 3 of series, * Architectural Acous- 
tics.” Part One: *Good Hearing Condi- 
tions” — AE — Sept., pp. 148-151, 216, 
218, 220. Part Two: “ Reverberation” — 
AE — Nov., pp. 158-160, 220, 222, 224. 

Bogner and Richmond, archts. Dedham 
Country Day School, Dedham, Mass. — 
AE — Oct., pp. 179-183. 

Boysen, Walter L., Co., Ltd., Store, Hono- 
lulu. Cyril Lemmon, archt, Douglas 
Freeth, assoc. — Architecture in Hawaii, 
Part II — Nov., p. 118. 

Bridges. See “Years Outstanding Steel 
Bridges." 
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“Britain Builds Her New Towns." Article by 
Michael Rosenauer, A.I.A., F.R.I.B.A. — 
Dec., pp. 100-105, 184-187. 

Business buildings. See McCully Square 
Building. 


с 


Caledonia Record Printing Plant. See “ Modu- 
lar Coordination." 

E m College. See Art Building, Boliou 
Hall. 

Centennial Elementary School, City School 
District, Wapakoneta, Ohio. Strong, 
Strong & Strong, archts. — BTS — Oct., 
pp. 175-178. 

Cesar, Roberto Cerqueira, archt. See Levi, 
Rino. 

Churches, St. Ann's Church and School, 
Mission, Kan. — Aug., pp. 126-129; Salem 
Lutheran Church, Spokane, Wash.— 
Dec., pp. 106-111; Holy Trinity Church, 
Honolulu — Architecture in Hawaii, Part 
II — Nov., p. 124. 

City Planning and Civic Defense. An Editor- 
ial by Harold D. Hauf — Dec., p. 99. 
Clinics. See McHenry Clinic; Norton Psy- 

chiatric Clinic. 

Codes. See Bibliography of Standard Codes 
and Specifications. 

Colean, Miles. Article: ‘‘Working with 
Washington on Housing” — BTS — Sept., 
pp. 137-141. 

Concrete Beams. See “Tile Concrete Beams 
for Floors and Roofs in Small Buildings." 

Connecticut Mutual Life Insurance Co.'s 
Medical Office Building, Hartford, Conn. 
Moore & Salsbury, archts. — BTS — 
Dec., pp. 132-135. 

“Construction in an Armament Economy.” 
Article by Thomas S. Holden — Oct., pp. 
11-12. 

Creslane Grade School, Creswell District 40, 
Lane County, Ore. Wilmsen & Endicott, 
archts. — BTS — Oct., pp. 170-173. 

Crestview Apartments, Washington, D. C. 
Berla & Abel, archts. — BTS — Sept., pp. 
146-147. 


D 


Day, Alfred. See Ain, Gregory. 

Dawson, Raymond F. Article: ‘Test Tile 
Footings for Expansive Soils" — AE — 
Nov., pp. 155-157. 

Deacy, William Henry, archt. Bibliography 
of Standard Codes and Specifications, 1—4 
— AE — TSS — Aug., pp. 165, 167; Sept., 
p. 156. 

Dennis, Richard N., archt. Mildon A. 
Pietschman Residence, Hawaii — Archi- 
tecture in Hawaii, Part II — Nov., pp. 
126-127. 

Department Stores. See Stores. 

de Paul Sanitarium, Rosary Clinic, New 
Orleans, La. Andry & Feitel, archts. — 
BTS — Oct., pp. 150-153. 

Design Studies. See “‘Weather’s Effect on 
Design Studied by Texas Colleges." 

Door Hardware. See Hardware. 

Dretzin House, Chappaqua, N. Y. Katz- 
Waisman-Blumencranz-Stein-Weber, assoc. 
archts. — Aug., pp. 99-105. 

DRIVE-INS. Building Types Study No. 164, 
in collaboration with Restaurant Manage- 
ment — Aug., pp. 130-153. Banks, pp. 
134-139; Theaters, pp. 140-145; Res- 
taurants, pp. 146-153. 

Drugstore. See Warehouse and Drugstore for 
Lee Oi Chun Hoon. 

Duell, Office of Randall, archt. Medical 
Building, North Hollywood, Calif. Edna 
Vetter, owner. — BTS — Dec., pp. 140- 
141. 
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Dunn, A. H., Elementary School, Fort 
Collins, Colo. Atchison & Kloverstrom, 
archts. — BTS — Oct., pp. 159-161. 

Dunn, Frederick, archt. Headmaster's House, 
Country Day School, St. Louis, Mo. — 
BTS — Nov., pp. 145-147. 


Edmunds, Office of James R. Jr., archts. 
Psychiatric Institute, University Hospital, 
University of Maryland, Baltimore — 
BTS — Oct., pp. 146-149. 

El-Kay Apartments, Westwood, Los An- 
geles. Richard J. Neutra, archt. — BTS — 
Sept., pp. 124—127. 

Engelhardt, Engelhardt & Leggett. “ Work- 
ing Heights for School Children" — AE — 
TSS — Oct., pp. 189, 191, 193. 

Escalators. See “ Moving Stairways in Office 
Buildings." 

Exhibition House, Museum of Modern Art, 
New York City. Gregory Ain, archt. Joseph 
Johnson and Alfred Day collaborating — 
July, p. 91. 

* Experts Discuss Sun Heated Houses." 
Course-Symposium at M. I. T. — AE— 
Oct., p. 184. 


Ficke, Mrs. Evelyn B., House, New London, 
Conn. Stanhope B. Ficke and Grieshaber 
& Neilan, archts. — Aug., pp. 106-110. 

“Fire Tests on Lightweight Masonry" — 
AE — July, p. 142. 

Five-Fifty Building, Miami. Robert Law 
Weed and Associates, archts. — AE — 
Tech News — Nov., p. 161. 

Fisk, Johnson, Ossipoff & Preis, archts. Ad- 
ministration Building, University of Ha- 
waii — Architecture in Hawaii, Part I — 
Oct., pp. 108-111. 

Footings. See ** Test Tile Footings for Expan- 
sive Soils." 

Fordham Hill Apartments, Bronx, N. Y. 
Leonard Schultze & Associates, archts. — 
BTS — Sept., pp. 132-135. 

Foundation Forms, prefabricated. See ** Pre- 
fabricated Foundation Forms." 

“Framing and Details Key to Efficiency.” 
Roof goes up first in Pierce Foundation 
House — AE — July, pp. 135-139. 

Freeth, Douglas, archt. See Lemmon, Cyril. 


G 


Gill, Grayson, archt. Rio Grande National 
Life Building, Dallas, Tex. George Foster 
Harrell, consult. archt. — Nov., pp. 110- 
112. 

Glase, Dr. and Mrs. R. L., House, Seattle, 
Wash. Bain, Overturf, Turner & Asso- 
ciates, archts. — Sept., pp. 116-119. 

Grieshaber & Neilan. See Ficke, Mrs. Evelyn 
B 


Griffing, Robert P., Jr. Introduction to 
Architecture in Hawaii, Part I — Oct., p. 
106. 

Grossi, Olindo, archt. Own house in New 
York suburb — BTS — Nov., pp. 148- 
151. 

Gusrae, G. B. Article: “Moving Stairways in 
Office Buildings" — AE — Dec.; pp. 146- 
148. 


H 


Haines, Charles. Article: “Planning the 
Scientific Laboratory" — BTS — July, pp. 
107-123. 


** Halewaihona." See McAuliffe, John H. Jr. 

Hamilton, Dr. Mary G., House, Saratoga, 
Calif. Victor King Thompson, dsnr. — 
BTS — Nov., pp. 138-140. 

Hara, Ernest H., archt. Auditorium for John 
H. Wilson Playground, Honolulu — Archi- 
tecture in Hawaii, Part II — Nov., pp. 
122-123. 

Harbeson, Hough, Livingston & Larson, 
archts. Western Saving Fund Society, 
Philadelphia. Willing, Sims & Talbutt, 
assoc. archts. Article, “Remodeling” — 
Aug., pp. 120-122. 

Hardware. By Seymour Howard — AE — 
'TSS. Door Bolts — Sept., p. 165; Door 
Holders, Stops and Bumpers — July, pp. 
147, 149; Door Pulls, Push-Pull Bars and 
Plates, Kick Plates — July, p. 151; Panic 
Exit Mechanisms, Door Bolts, Sept. — 
pp. 161, 163, 165. 

Harrell, George Foster. See Gill, Grayson. 

Haun, Paul, M.D. Article: “ А Program for a 
Psychiatric Hospital" — BTS — Oct., pp. 
136-141. 

Hauf, Harold D. Editorial, * Modular Coor- 
dination and Research Are Needed Now" 
— Nov., p. 101; “City Planning and Civic 
Defense” — Dec., p. 99. 

Headmaster's House, Country Day School, 
St. Louis, Mo. Frederick Dunn, archt. — 
BTS — Nov., pp. 145-147. 

Heating. See “Each Apartment Has a Fur- 
nace." 

Holabird & Root & Burgee, archts. Standard 
Oil of Indiana Research Laboratory, Whit- 
ing, Ind. — BTS — July, p. 106; Wie- 
boldt's Department Store, Evanston, Ill. 
— Aug., pp. 111-116. 

Holden, Thomas S. Articles: “Construction 
in an Armament Economy” — Oct., pp. 
11-12; “We can Afford Better Housing" 
— BTS — Sept., pp. 128-131. 

Holsman, Holsman, Klekamp & ‘Taylor, 
archts. See Pace Associates. 

Holy Trinity Church, Honolulu. Edwin 1. 
Bauer, archt. — Architecture in Hawaii, 
Part II — Nov., p. 124. 

Hoon, Lee Oi Chun. See Warehouse and 
Drugstore. 

Hopkins, Henry Powell, archt. Disturbed 
Patients’ Building, Springfield State Hos- 
pital, Md. — BTS — Oct., pp. 154-156. 

Hospitals, Leahi Hospital, Honolulu — 
Architecture in Hawaii, Part I — Oct., pp. 
115-117. See also Mental Hospitals. 

HOUSES. Building Types Study No. 168 — 
Nov., pp. 131-154. 

Houses. House in Andover, Mass. — BTS — 
Nov., pp. 133-137; Dretzin House, Chap- 
paqua, N. Y. — Aug., pp. 99-105; Exhibi- 
tion House, Museum of Modern Art — 
July, pp. 91-95; Mrs. Evelyn B. Ficke 
House, New London, Conn. — Aug., pp. 
106-110; Dr. and Mrs. R. L. Glase House, 
Seattle, Wash. — Sept., pp. 116-119; 
Olindo Grossi House, suburban New 
York — BTS — Nov., pp. 148-151; Dr. 
Mary G. Hamilton House, Saratoga, Calif. 
— BTS — Nov., pp. 138-140; Headmas- 
ters House, Country Day School, St. 
Louis, Mo. — BTS — Nov., pp. 145-147; 
Mrs. Alice C. Lenning House, Hono- 
lulu — Architecture in Hawaii, Part II — 
Nov., pp. 126-127; Mr. and Mrs. Gaston 
J. Ley House, Lafayette, Calif. July, pp. 
96-99; John McAuliffe Jr. House, Kailua, 
Hawaii — Architecture in Hawaii, Part 
I — Oct., pp. 120-121; Mildon A. Pietsch- 
man Residence, Hawaii — Architecture in 
Hawaii, Part П — Nov., pp. 126-127; 
Merrill Shepard Town House, Chicago 
(remodeling) — Sept., pp. 120-121; Mr. 
and Mrs. Carl Strauss House, Cincinnati 
— BTS — Nov., pp. 141-144; Mr. and 
Mrs. Axel Zacho House, Beverly Hills, 
Calif. — BTS — Nov., pp. 152-154. 

Housing. “We Can Afford Better Housing." 
Article by Thomas S. Holden — BTS — 
Sept., pp. 128-131; “Working With 
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Washington on Housing." Article by Miles 
Colean — BTS — Sept., pp. 137-141. See 
also: Iolani Faculty Housing; Jewish 
Home for the Aged. 

Howard, Seymour. Series of articles on 
Hardware — AE — TSS — Door Bolts — 
Sept., p. 165; Door Holders, Stops and 
Bumpers — July, pp. 147, 149; Door Pulls, 
Push-Pull Bars and Plates, Kick Plates — 
July, p. 151; Panic Exit Mechanisms, Door 
Bolts, Sept., pp. 161, 163, 165. 


INDUSTRIAL RESEARCH  LABORA- 
TORIES. Building Types Study No. 163 
— July, pp. 106-133. 

Industrial Research Laboratories. Corn 
Products Refining Co. Research Labora- 
tory and Pilot Plant, Argo, Ill. — July, pp. 
128-133; Esso Standard Laboratory and 
Office Building, Baton Rouge, La. — July, 
p. 106; Firestone Laboratory, Akron, 
Ohio — July, p. 106; General Electric Re- 
search Laboratory, The Knolls, Schenec- 
tady, N. Y. — July, pp. 124-127; Sinclair 
Refining Co. Research and Development 
Laboratory, Harvey, Ill. — July, p. 106; 
Standard Oil of Indiana Research Labora- 
tory, Whiting, Ind. — July, p. 106. 

Iolani School Faculty Housing, Hawaii. 
R. E. Windisch, archt. — Architecture in 
Hawaii, Part II — Nov., p. 125. 

Ives and Hogan, archts. Residence of Mrs. 
Alice C. Lenning, Honolulu — Architec- 
ше in Hawaii, Part II — Nov., pp. 126- 
127. 


Jackson Memorial Hospital Psychiatric 
Addition, Dade County, Fla. Steward & 
үе, archts. — BTS — Oct., pp. 124- 
125. 

Jewish Home for the Aged, Kansas City, 
Mo. Kivett and Myers, archts. — Dec., 
pp. 112-117. 

Johnson, Hugh, Associates, archts. ''All- 
Purpose Military Shelter." Paul Weid- 
linger, Structural Consultant — AE — 
Aug., pp. 154—157, 220. 

Johnson, Joseph. See Ain, Gregory. 


K 


Kaelber & Waasdorp, archts.; Perkins & 
Will, archts. Indian Landing School, 
Brighton, N. Y. — Sept., pp. 106-112. 

Katz-Waisman-Blumencranz-Stein-Weber, 
assoc. archts. Dretzin House, Chappaqua, 
N. Y. — Aug., pp. 99-105. 

Kenrock Building, Honolulu. Cyril Lemmon, 
archt. Douglas Freeth, assoc. archt. — 
Architecture in Hawaii, Part I — Oct., pp. 
118-119. 

Kessler, Bernard, archt. House in Andover, 
Mass. — BTS — Nov., pp. 133-137. 

Kivett and Myers, archts. Jewish Home for 
the Aged, Kansas City, Mo. — Dec., pp. 
112-117; St. Ann's Church and School, 
Mission, Kan. Aug., pp. 126-129. 

Kornacker, Frank J. See Pace Associates. 


Laboratories. See Industrial Research Lab- 
oratories. 
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Laboratory planning. Article by Charles 
Haines, “Planning the Scientific Labora- 
tory" — BTS — July, pp. 107-123. 

Langhorst, Fred, archt. Residence of Mr. and 
Mrs. Gaston J. Ley, Lafayette, Calif. — 
July, pp. 96-99. 

Laszlo, Paul, archt. Mr. and Mrs. Axel 
Zacho House, Beverly Hills, Calif. — B'TS 
— Nov., pp. 152-154. 

Law & Wilson, archts. & engrs. Warehouse and 
Drugstore for Lee Oi Chun Hoon, Hono- 
lulu — Architecture in Hawaii, Part I — 
Oct., p. 122; Oahu Transport Co., Ltd., 
Terminal, Honolulu — Architecture in Ha- 
waii, Part II — Nov., pp. 114-115. 

Lawrie & Green, archts. & engrs. See “ Modu- 
lar Coordination." 

Leahi Hospital, Honolulu. Merrill, Simms & 
Roehrig, archts. — Architecture in Ha- 
waii, Part I — Oct., pp. 115-117. 

Lemmon, Cyril, archt. Kenrock Building, 
Honolulu. Douglas Freeth, assoc. archt. — 
Architecture in Hawaii, Part I — Oct., pp. 
118-119; Walter L. Boysen Co., Ltd., 
Honolulu. Douglas Freeth, assoc. archt. — 
Architecture in Hawaii, Part II — Nov., 
p. 118. 

Lenning, Mrs. Alice C. House. Honolulu. 
Ives and Hogan, archts. — Architecture in 
Hawaii, Part II — Nov., pp. 126-127. 

Levi, Rino, archt. Teatro Cultura Artistica, 
Sao Paulo, Brazil. F. А. Restalozzi, 
Roberto Cerqueira Cesar, assoc. archts. 
July, pp. 85-90. 

Ley, Mr. and Mrs. Gaston J. House, Lafay- 
ette, Calif. Fred Langhorst, archt. July, 
pp. 96-99. 

Lighting. “Better School Lighting with Ceil- 
ing Louvers." Apperson St. School, Los 
Angeles — July, pp. 100-103. 

Litaker, Tom. See Public Works Office, Navy 
Yard; Lounge and Locker Building. 

Lloyd, Francis Ellsworth, archt. Shaw Medi- 
cal Building, San Francisco — BTS — 
Dec., p. 142. 

Lounge and Locker Building, Pearl Harbor. 
Public Works Office, Navy Yard. J. B. A. 
Van Oort, Dept. Head Archt.; Tom 
Litaker, Job Captain Archt. — Architec- 
ture in Hawaii, Part II — Nov., p. 122. 

Lunt-Lake Apartments, Chicago. Pace Asso- 
ciates; Holsman, Holsman, Klekamp & 
Taylor; Frank Kornacker, assoc. archts. 
& engrs. — BTS — Sept., pp. 142-145. 

Lyndon, Maynard, archt. Apperson St. 
School, Los Angeles — July, pp. 100-103. 


MC 


McAuliffe, John H. Jr., archt. House, Kailu, 
Hawaii. Edwin A. Weed, assoc. archt. — 
Architecture in Hawaii, Part I — Oct., pp. 
120-121. 

McCully Square Building, Honolulu. Wim- 
berly and Cook, archts. — Architecture in 
Hawaii, Part II — Nov., pp. 120-121. 

McHenry Clinic, McHenry, Ill. John Van 
Der Muelen, archt. — BTS — Dec., pp. 
138-139. 

McKim, Mead & White, archts. Bethlehem 
Steel Co. Home Office Building, Bethle- 
hem, Pa. Article on remodeling — Aug., 
pp. 117-119. 


M 


Magney, Tusler & Setter, archts. Anoka 
State Hospital Receiving Building, Anoka, 
Minn. — BTS — Oct., pp. 128-129; Art 
Building, Boliou Hall, Carleton College, 
Northfield, Minn. — Nov., pp. 102-107. 

Masonry. See “Fire Tests on Lightweight 
Masonry." 


Medical Arts Building, Honolulu. Kenji 
Onodera, archt. — Architecture in Ha- 
waii, Part II — Nov., p. 116. 

MEDICAL OFFICE BUILDINGS. Build- 
ing Types Study No. 169 — Dec., pp. 118- 
14 


Medical Office Buildings. Connecticut Mu- 
tual Life Insurance Medical Building, 
Hartford, Conn. — BTS — Dec., pp. 132- 
137; McHenry Clinic, McHenry, Ill. — 
BTS — Dec., pp. 138-139; Medical Arts 
Building, Honolulu — Architecture in Ha- 
waii, Part II — Nov., pp. 116-117; Medi- 
cal Building, North Hollywood, Calif. — 
BTS — Dec., pp. 140-141; Shaw Medical 
Building, San Francisco — BTS — Dec., 
p. 142; 600 San Vicente Boulevard, Los 
Angeles — BTS — Dec., pp. 143-145. 

MENTAL HOSPITALS. Building Types 
Study No. 166 — Oct., pp. 123-156. 

Mental Hospitals. BTS — Oct.: Anoka State 
Hospital Receiving Building, Anoka, 
Minn. — pp. 128-129; Disturbed Patients’ 
Building, Springfield State Hospital, Md. 
— pp. 154-156; Jackson Memorial Hospital 
Psychiatric Addition, Dade County, Fla. — 
pp. 124-125; Norton Psychiatric Clinic, 
Louisville, Ky. — pp. 142-145; Orange 
Memorial Hospital, Psychiatric Wing, 
Orlando, Fla. — p. 126; Oregon State Hos- 
pital Treatment Building, Salem, Ore. — 
pp. 130-135; Psychiatric Institute for 
Teaching, University Hospital, University 
of Maryland, Baltimore — pp. 146-149; 
Psychiatric Hospital Receiving Building, 
Rio Piedras, Puerto Rico — p. 127; St. 
Vincent de Paul Sanitarium Rosary Clinic, 
New Orleans, La.— pp. 150-153; San 
German Hospital, Puerto Rico — p. 126. 
Architecture in Hawaii, Part I — Oct.: 
Leahi Hospital, Honolulu — pp. 115-117. 

Merrill, Simms & Roehrig, archts. Leahi Hos- 
pital, Honolulu — Architecture in Hawaii, 
Part I — Oct., pp. 115-117. 

Military Shelter. See “АП Purpose Military 
Shelter." 

"Modular Coordination and Research are 
Needed Now." An editorial by Harold D. 
Hauf — Nov., p. 101. 

Modular Coordination. Modular Coordina- 
tion 1, 2, and 3 — AE — TSS — Nov., pp. 
167, 169, 171; 4 and 5 —AE — TSS — 
Dec., pp. 159-161; Two Examples Demon- 
strating development of office practice: 
Lawrie and Green, archts., and engrs., 
Junior High School and Sunbury Hospital, 
Harrisburg, Pa.; Whittier & Goodrich, 
archts., High School, Royalton, Vt., and 
Caledonia Record Printing Plant — AE — 
Sept., pp. 152-155. 

Moffat County High School, Craig, Colo. 
Atchison & Kloverstrom, archts. — BTS 
— Oct., pp. 168-169. 

Moore & Salsbury, archts. Connecticut Mu- 
tual Life Insurance Medical Office Build- 
ing, Hartford, Conn. — BTS — Dec., pp. 
132-135. 

"Moving Stairways in Office Buildings." 
Article by С. B. Gusrae — AE — Dec., 
pp. 146-148. 

Museum of Modern Art Exhibition House. 
Gregory Ain, archt. Joseph Johnson and 

^ Day collaborating — July, pp. 91- 

95. i 


Neutra, Richard, archt. Article: “Apart- 
ments Beyond Tomorrow” — BTS — 
Sept., p. 127; El-Kay Apartments, West- 
wood, Los Angeles — BTS — Sept., pp. 
124-127. 

Newman, Robert B. See Bolt, Richard H. 

Nolan, Thomas J. & Sons, archts. Norton 
Psychiatric Clinic, Louisville, Ky. — BTS 
— Oct., pp. 142-145. 
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North Littleton Elementary School, Little- 
ton, Colo. Atchison & Kloverstrom, archts. 
— BTS — Oct., pp. 165-166. 

North Main Street High Level Bridge, Akron, 
Ohio — AE — Tech. News— Nov. p. 
161. 

Norton Psychiatric Clinic, Norton Memorial 
Hospital, Louisville, Ky. Thomas J. Nolan 
& Sons, archts. — BTS — Oct., pp. 142- 
145. 


о 


Oahu Transport Co., Ltd. Terminal, Hono- 
lulu. Law & Wilson, archts. & engrs. — 
Architecture in Hawaii, Part II — Nov., 
pp. 114-115. 

Office Buildings. Bethlehem Steel Co. Home 
Office Building (remodeled) — Aug., pp. 
117-119; Employers Insurance Building, 
Dallas, Tex. — Sept., pp. 101-105; Five- 
Fifty Building, Miami — AE — Tech. 
News — Nov., p. 161; Kenrock Building, 
Honolulu — Architecture in Hawaii, Part 
I— Oct., pp. 118-119; McCully Square 
Building, Honolulu — Architecture in 
Hawaii, Part П — Nov., рр. 120-121; 
Pennsylvania Company for Banking and 
Trusts (remodeled), Philadelphia — Aug., 
pp. 123-125; Queen Liliuokalani Building, 
Honolulu — Architecutre in Hawaii, Part 
I— Oct., pp. 112-114; Rio Grande Na- 
tional Life Building, Dallas, Tex. — Nov., 
pp. 110-112; U.S. Gypsum Co.'s West 
Coast Offices — Nov., pp. 108-109; West- 
ern Saving Fund Society (remodeled), 
Philadelphia — Aug., pp. 120-122. See 
also Small Office Buildings. 

Onodera, Kenji, archt. Medical Arts Build- 
ing, Honolulu — Architecture in Hawaii, 
Part II — Nov., pp. 116-117. 

Orange Memorial Hospital Psychiatric Wing, 
Orlando, Fla. Raymond C. Stevens, archt. 
— BTS — Oct., pp. 124-125. 

Orchard Ave. Elementary School, Grand 
Junction, Colo. Atchison & Kloverstrom, 
archts. — BTS — Oct., pp. 162-163. 

Oregon State Hospital Treatment Building, 
Salem, Ore. Pietro Belluschi, archt. — 
BTS — Oct., pp. 130-135. 


Pace Associates, archts. Lunt-Lake Apart- 
ments, Chicago. With Holsman, Holsman, 
Klekamp & Taylor; Frank J. Kornacker 
— BTS — Sept., pp. 142-145. 

Panic Exit Mechanisms. See Hardware. 

Parsons, Cejay, archt. U.S. Gypsum Co. 
West Coast Offices — Nov., pp. 108-109. 

Passaic River Bridge, Clifton, N. J. — AE 
— Tech. News — Nov., p. 161. 

Pennsylvania Company for Banking and 
Trusts, Philadelphia. Howell Lewis Shay, 
archt. Article on remodeling — Aug., pp. 
123-125. 

Perkins & Will, archts. See Kaelber & Waas- 
dorp. 

Peterson, E. J., archt. Salem Lutheran 
Church, Spokane, Wash. — Dec., pp. 106- 
111 


Pietschman, Mildon А., Residence, Hawaii. 
Richard N. Dennis, archt. — Architecture 
in Hawaii, Part II — Nov., pp. 126-127. 

Pinto Creek Bridge, Superior, Ariz. — AE — 
Tech. News — Nov., p. 161. 

Planning. See "Britain Builds Her New 
Towns.” 

“Planning the Scientific Laboratory.” Ar- 
ticle by Charles B. Haines — BTS — July, 
pp. 107-123. 

Playground, auditorium for. See Wilson, 
John H. 

Prefabrication. See: “All-Purpose Military 
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Shelter”; “Framing and Details Key to 
Efficiency"; “Prefabricated Foundation 
Forms.” 

Prefabricated Foundation Forms — AE — 
Tech. News — July, p. 142. 

Professional Offices. See Medical Office Build- 
ings. 

"Psychiatric Hospital, A Program for." 
Article by Paul Haun, M.D. — BTS — 
Oct., pp. 136-141. 

Psychiatric Hospitals. See Mental Hospitals. 

Psychiatric Hospital Receiving Building, Rio 
Piedras, Puerto Rico. Schimmelpfennig, 
Ruiz & Gonzalez, archts. — BTS — Oct., 
p. 127. 

Psychiatric Institute for Teaching. Univer- 
sity Hospital, University of Maryland, 
Baltimore. Office of James R. Edmunds, 
Jr., archts. — BTS — Oct., pp. 146-149. 

Public Works Office, Navy Yard, Pearl Har- 
bor. Lounge and Locker Building, Pearl 
Harbor. J. B. A. Van Oort, Dept. Head 
Archt.; Tom Litaker, Job Captain Archt. 
— Architecture in Hawaii, Part II — Nov., 
pp. 122-123. 


Q 


Queen Liliuokalani Building, Honolulu. Hart 
Wood & Edwin H. Weed, assoc. archts. — 
Architecture in Hawaii, Part I — Oct., 
pp. 112-114. 


Ramer Hines and Buchner, archts. R-9 

chool, Cowley County, Kan. — July, pp. 
104-105. 

Raymond & Rado, archts. Picnic Shelter for 
Recreation Center. The Washington Mills 
ne Mayodan, N. C. — Sept., pp. 113- 
11 


Recreation Buildings. See Lounge and Locker 
Building, Pearl Harbor. 

Recreation Center Picnic Shelter. The Wash- 
ington Mills Co., Mayodan, N. C. Ray- 
mond & Rado, archts. — Sept., pp. 113- 
ЛБ: 

Remodeling. See: Bethlehem Steel Co. Ноте 
Office Building; Western Saving Fund So- 
ciety; Pennsylvania Company for Bank- 
ing and Trusts; Shepard, Merrill, Town 
House. 

Research Buildings. See: Industrial Research 
Laboratories; Laboratory planning. 

Restalozzi, F. A., archt. See Levi, Rino. 

Restaurants. See Drive-Ins. 

Reverberation. See Architectural Acoustics." 

Rio Grande National Life Building, Dallas, 
Tex. Grayson Gill, archts. George Foster 
Harrell, consult. archt. — Nov., pp. 110- 
112. 

Rocky Ford Elementary Schools, Rocky 
Ford, Colo. Atchison & Kloverstrom, 
archts. — BTS — Oct., p. 167. 

Rosary Clinic. See de Paul Sanitarium. 

Rosenauer, Michael. Article: “Britain Builds 
Her New Towns" — Dec., pp. 100-105, 
184-187. 

Rothwell, Guy N., archt. Sears, Roebuck & 
Co., Honolulu. Edmund C. Abrams, assoc. 
archt. — Architecture in Hawaii, Part II 
— Nov., р. 119. 

Rush Henrietta Central School, District 1, 
Monroe County, N. Y. Ade & Todd, archts. 
— BTS — Oct., p. 174. 


St. Ann's Church and School, Mission, Kan. 
Kivett and Myers, archts. — Aug., pp. 
126-129. 


Salem Lutheran Church, Spokane, Wash. 
E. J. Peterson, archt. — Dec., pp. 106-111. 

San German Hospital, Puerto Rico. Toro, 
Ferrer and Torregrosa, archts. — BTS — 
Oct., p. 126. 

Schimmelpfennig, Ruiz & Gonzalez, archts. 
Receiving Building for Psychiatric Hospi- 
tal, Rio Piedras, Puerto Rico — BTS — 
Oct; p. 127. 

Schmidt, Garden and Erikson, archts.-engrs. 
Research Laboratory and Pilot Plant for 
Corn Products Refining Co., Argo, Ill. 
— BTS — July, pp. 128-133. 

School Equipment data. See 
Heights for School Children." 

School Gains Educational Space. Dedham 
Country Day School, Dedham, Mass. 
Bogner and Richmond, archts. — AE — 
Oct., pp. 179-183. 

SCHOOLS. Building Types Study No. 167. 
Oct., pp. 157-178. 

Schools. Apperson St. School, Los Angeles, 
July, pp. 100-103; Aurora High School, 
Aurora, Colo. — B'TS — Oct., p. 164; Cen- 
tennial Elementary School, Wapakoneta, 
Ohio — BTS — Oct., pp. 175-178; Cres- 
lane Grade School, Lane County, Ore. — 
BTS — Oct., pp. 170-173; Dedham Coun- 
try Day School, Dedham, Mass. — AE — 
.Oct., pp. 179-183; А. H. Dunn Elemen- 
tary School, Fort Collins, Colo — BTS — 
Oct., pp. 159-161; Indian Landing School, 
Brighton, N. Y., Sept, pp. 106-112. 
Iolani School Faculty Housing, Hawaii 
— Architecture in Hawaii, Part II — 
Nov., p. 125; Junior High School, Har- 
risburg, Pa. — AE — Sept., pp. 152-155; 
Moffat County High School, Craig, Colo. 
— BTS — Oct., pp. 168-169; North Little- 
ton Elementary School, Littleton, Colo. — 
BTS — Oct., pp. 165-166; Orchard Ave. 
Elementary School, Grand Junction, Colo. 
— BTS — Oct., pp. 162-163; R-9 School, 
Cowley County, Kan. — July, pp. 104-105; 
Rocky Ford Elementary Schools, Rocky 
Ford, Colo. — BTS — Oct., p. 167; Rush- 
Henrietta Central School, Monroe County, 
М. Y. — BTS — Oct., p. 174; St. Ann's 
(Church and) School, Mission, Kan. — 
Aug., pp. 126-129. 

Schultze, Leonard, & Associates, archts. 
Fordham Hill Apartments, Bronx, N. Y. 
— BTS — Sept., pp. 132-136. 

Sears, Roebuck & Co., Honolulu. Guy N. 
Rothwell, archt. Edmund C. Abrams, as- 
soc. archt. — Architecture in Hawaii, Part 
II — Nov., p. 119. 

Severud, Fred N. Article: “This Engineer 
Travels in Comfort" — AE — Dec., pp. 
152-153. 

Shaw Medical Building, San Francisco. 
Francis Ellsworth Lloyd, archt. — BTS — 
Dec., p. 142. 

Shay, Howell Lewis, archts. Pennsylvania 
Company for Banking and Trusts, Phila- 
delphia. Article on remodeling — Aug., 
pp. 123-125. 

Shepard, Merrill, Town House, Chicago. Re- 
modeling. Francis Stanton, Stanton & 
Rockwell, archts. — Sept., pp. 120-122. 

Solar Houses. See "Experts Discuss Sun- 
Heated Houses." 

"Space for Living, Please!" Excerpts from a 
pre-release of Planning the Home for Occu- 
pancy by the Committee on the Hygiene 
of Housing, American Public Health Assn. 
— BTS — Sept., p. 124. 

Springfield State Hospital Disturbed Pa- 
tients’ Building, Md. Henry Powell Hop- 
kins, archt. — BTS — Oct., pp. 154-156. 

Stairways. See “Moving Stairways in Office 
Buildings.” 

Standard Codes and Specifications, Bibliog- 
raphy: 1, 2, & 3. By William Henry Deacy, 
archt. — AE — TSS — Aug., pp. 165, 167; 
4: Sept., p. 156; 5: Dec., p. 163. 

Stanton, Francis R., Stanton & Rockwell, 
archts. Merrill Shepard Town House (re- 
modeling), Chicago, Sept., pp. 120-121. 
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Steward & Skinner, archts. Jackson Memo- 
rial Hospital Psychiatric Addition. Dade 
County, Fla. — BTS — Oct., pp. 124-125. 

Stevens, Raymond C. Orange Memorial 
Hospital Psychiatric Wing, Orlando, Fla. 
— BTS — Oct. p. 126. 

“Store Roof Hangs from Concrete Frames” 
— AE — Dec., p. 149. 

Stores. Walter N. Boysen Co. Ltd., Hawaii 
— Architecture in Hawaii, Part II — 
Nov., p. 118; Sears, Roebuck & Co., Hono- 
lulu — Architecture in Hawaii, Part II — 
Nov. p. 119; Wieboldt's Department 
Store, Evanston, Ill. — Aug., pp. 111-116. 
See also McCully Square Building. 

Strauss, Carl A., archt. Own House, Cin- 
cinnati, Ohio — BTS — Nov., pp. 141- 
144. 

Strong, Strong & Strong, archts. Centennial 
Elementary School, City School District, 
Wapakoneta, Ohio — BTS — Oct., pp. 
175-178. 

Sunbury Hospital. See “Modular Coordina- 
tion.” 


Teatro Cultura Artistica, Sao Paulo, Brazil. 
Rino Levi, archt. F. A. Restalozzi, Roberto 
Cerqueira Cesar, assoc. archts. — July, 
pp. 85-90. 

Tenth St. Bridge, Atlanta, Ga. — AE — 
'Tech. News — Nov., p. 161. 

Terminals, transportation. See Oahu Trans- 
port Co., Ltd. Terminal. 

“Test Tile Footings for Expansive Soils." 
Article by Raymond F. Dawson — AE — 
Nov., pp. 155-157. 

Theaters. Teatro Cultura Artistica, Sao 
Paulo — July, pp. 85-90. See also Drive- 
Ins. 

“This Engineer Travels in Comfort." Article 
by Fred N. Severud — AE — Dec., pp. 
152-153. 

Thompson, J. Neils. Article: “Tile Concrete 
Beams for Floors and Roofs in Small 
Buildings" — AE — July, pp. 140-141. 

Thompson, Victor King, dsnr. Dr. Mary G. 
Hamilton House, Saratoga, Calif. — BTS 
— Nov., pp. 138-140. 

“Tile Concrete Beams for Floors and Roofs 
in Small Buildings.” Article by J. Neils 
Thompson — AE — July, pp. 140-141. 

Tile Footings. See “Test Tile Footings for 
Expansive Soils.” 

Toro, Ferrer and Torregrosa, archts. San 
German Hospital, Puerto Rico — BT'S — 
Oct., p. 126. 

Town Planning. See "Britain Builds Her 
New Towns.” 


U 


U.S. Gypsum Co. West Coast Offices. Cejay 
Parsons, archt. — Nov., pp. 108-109. 

U.S. Navy. See Lounge and Locker Building, 
Pearl Harbor. 

University of Maryland Psychiatric Institute, 
Baltimore. Office of James R. Edwards Jr. 
archts. — BTS — Oct., pp. 146-149. 

University of Hawaii Administration Build- 
ing — Architecture in Hawaii, Part I — 
Oct., pp. 108-111. 
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Van Der Muelen, John, archt. McHenry 
Clinic, McHenry, Ill. — BTS — Dec., pp. 
138-139. 
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Van Oort, J. B. A. See Public Works Office, 
Navy Yard. 

Vetter, Edna. Owner, Medical Building, 
North Hollywood, Calif. Office of Randall 
Duell, archts. — BTS — Dec., pp. 140- 
141. 

Voorhees, Walker, Foley & Smith, archts. 
Esso Standard Laboratory and Office 
Building, Baton Rouge, La.— BTS — 
July, p. 106; Firestone Laboratory, Akron, 
Ohio — BTS — July, p. 106; General Elec- 
tric Research Laboratory, Schenectady, 
N. Y. — BTS — July, pp. 124-127. 


№ 


Warehouse and Drugstore for Lee Oi Chun 
Hoon, Honolulu. Law & Wilson, archts. & 
engrs. — Architecture in Hawaii, Part I — 
Осе, p. 122. 

"Water Saving Devices for Air Condition- 
ing." Article by Lawrence A. Benenson, 
archt. — AE — Aug., pp. 158-160. 

"Weather's Effect on Design Studied by 
Texas Colleges" — AE — Aug., p. 161. 

"We Can Afford Better Housing." Article by 
Thomas S. Holden — BTS — Sept., pp. 
128-131. 

Weed, Edwin A., archt. See Wood, Hart. See 
also McAuliffe, John H., Jr. 

Weed, Robert Law, and Associates, archts. 
Five-Fifty Building, Miami — AE — Tech. 
News — Nov., p. 161. 

Weidlinger, Paul. See Johnson, Hugh, Asso- 
ciates. 

Western Saving Fund Society, Philadelphia. 
Harbeson, Hough, Livingston & Larson, 
Archts. Willing, Sims & Talbutt, assoc. 
archts. Article on remodeling — Aug., pp. 
120-122. 

Whittier and Goodrich, archts. See "Modular 
Coordination." 

Wieboldt's Department Store, Evanston, Ill. 
Holabird & Root & Burgee, archts-engrs. 
— Aug., pp. 111-116. 

Willing, Sims & Talbutt, assoc. archts. See 
Harbeson, Hough, Livingston & Larson. 

Wilmsen & Endicott, archts. Creslane Grade 
School, Creswell District 40, Lane Coun- 
ty, Ore. — BTS — Oct., pp. 170-173. 

Wilson, John H., Playground Auditorium, 
Honolulu. Ernest H. Hara, archt. — Archi- 
tecture in Hawaii, Part II — Nov., p. 122. 

Wimberly and Cook, archts. McCully Square 
Building, Honolulu — Architecture in Ha- 
waii, Part II — Nov., pp. 120-121. 

Windisch, R. E., archt. Iolani School Faculty 
Housing, Hawaii — Architecture in Ha- 
waii, Part II — Nov., p. 125. 

Wind Tunnels. See “Weather’s Effect on 
Design Studied by Texas Colleges." 

Wood, Hart, and Weed, Edwin A., assoc. 
archts. Queen Liliuokalani Building, Hono- 
lulu — Architecture in Hawaii, Part I — 
Oct., pp. 112-114. 

Working Heights for School Children. Pre- 
pared by Engelhardt, Engelhardt & Leg- 
gett — AE — TSS — Oct., pp. 189, 191, 
193. 

“Working with Washington on Housing." 
Article by Miles Colean — BTS — Sept., 
pp. 137-141. 


Y 


Year's Outstanding Steel Bridges. Pinto 
Creek Bridge, Superior, Ariz.; Tenth St. 
Bridge, Atlanta, Ga.; No. Main St. High 
Level Bridge, Akron, Ohio; Passaic River 
Bridge, Clifton, N. J.— AE — Tech. 
News — Nov., p. 161. 


Zacho, Mr. and Mrs. Axel, House, Beverly 
Hills, Calif. Paul Laszlo, archt. — BTS — 
Nov., pp. 152-154. 


BOOKS REVIEWED 


ABRIDGED BUILDING CODE. Pre- 
pared by the Building Officials Conference 
of America. Sept., p. 30. 


ARCHITECTURAL DRAWING. By Sher- 
ley Morgan. July, p. 28. 


ARCHITECTURE OF BRIDGES, THE. 
By Elizabeth Mock. July, p. 28. 


BUYING A HOUSE WORTH THE 
MONEY. By Frazier Forman Peters. 
Nov., p. 28. 


CITIES IN EVOLUTION. By Pattrick 
Geddes. July, p. 30. 


COMMUNITIES FOR BETTER LIV- 
ING. By James Dahir. Nov., p. 30. 


DESIGN THIS DAY. Rev. Ed. By Walter 
Dorwin Teague. Aug., p. 30. 


50 BEST HOMES. By Joseph Mason. 
Oct., p. 30. 


GROWING CHALLENGE, THE. Pre- 
pared by the Committee on Education, 
U.S. Dept. of Commerce. Oct., p. 32. 


ILLUSTRATING FOR TOMORROW's 
PRODUCTION. By J. Harold Farmer, 
Abbott J. Hoecker and Francis Vavrin. 
Dec., p. 28. 


LANDSCAPE FOR LIVING. By Garrett 
Eckbo. Aug., p. 28. 


LETTERING. The History and Technique 
of Lettering as Design. By Alexander 
Nesbitt. Dec., p. 30. 


MASONRY HOUSE, 
Frankl. Nov., p. 28. 


MOHOLY-NAGY. Experiment in Totality. 
By Sibyl Moholy-Nagy. July, p. 28. 


PSYCHIATRIC SECTIONS IN GEN- 
ERAL HOSPITALS. By Paul Haun, 
M.D., Oct., p. 30. 


SHAKER FURNITURE. Ву Edward 
Deming Andrews and Faith Andrews. 
Aug., p. 28. 


SPECIALTY SHOP, THE. By Jose A. 
Fernandez. Dec., p. 28. 


SOCIAL PRESSURE IN INFORMAL 
GROUPS. By Leon Festinger, Stanley 
Schacter and Kurt Back. Nov., p. 28. 


SWITZERLAND BUILDS. By С. E. Kid- 
der Smith. Sept., p. 28. 


TAKE A GOOD LOOK AT YOUR 
SCHOOLS. By William Caudill. Oct., 
p. 30. 


THEORY OF MODERN STEEL STRUC- 
TURES. Abr. Ed. By Linton Grinter. 
Nov., p. 32. 


URBAN PATTERN, THE. By Arthur 
Gallion in collaboration with Simon 
Eisner. Dec., p. 28. 


YOUR MORTGAGE: WHAT TO DO 
ABOUT IT. By Frederick Allen. Sept., 
p. 30. 


THE. By Lee 
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